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LABOR'S SHARE 


Labor s sons and Labors brothors 
Have left fheir overalls behind 
To heed the call to battle 

Against the oppressors of mankind 


Their needs are great m everything 
And they depend on you 
To buy the bonds; to build the guns. 
To see I hem safely ifiroudh! 


— iames H. Wallace 
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CHAT 

SHOT FUSES 

Camomii Enterprise: The man who 
operates a business now finds it neces- 
ary to be more than hojfis and fiunky, 
he must aLo be a whiz in the elec- 
trical and mechanical field to get along. 
A few weeks ago when the Enterprise 
wciot to pres.s, the motor tvouldnT per- 
form* A T. P. & L* electrician was 
phoned to come to the rescue but he 
said by phone, ''VVe are in the war, and 
we airiT allowed to do work like that.^' 
F'inally a private electrician was lo* 
rated who, after a lengthy checkup, 
found that the trouble was outside the 
news plant, whereupon the other could 
be summoned. It was a “shot'^ fuse a 
block from the office* 

The plight of the businessman who 
must nowa{iay*s he more than boss and 
flunky is comparable to the girl in the 
old song wh(> was neither maid, wife 
nor widow* The growing shortage of 
electricians due to the drain-olT of 
these experts into war industries and 
the armed services, .should make all 
citizens give more thought, perhaps, 
to the niysterie*s of electricity. State 
Press, who has never thought of it 
before, is ready to give an elementary 
picture of this phenomenon of nature 
which we have harnessed for the bene- 
fit of mankind. Electricity started wdth 
Benjamin Franklin dying a kite, which 
lloated through an electrically charged 
cloud and several sparks ran down 
the kite string, doubtless giving ol<l 
Ben a terrific wallop* This was before 
it wras discovei'cd that electricity is 
cither DC or AC* Tillectriclty with DC 
current is the kiml that originates in 
the District of Columbia. AC current, 
on the other hand, is one with the bask 
vitamins A and C, which, obviously, 
omits all the Vitamin B complex. This 
calls for a wide range of electrical de- 
vices to cure the deficiency, including 
E batteries, rheostats* credit wdth the 
light company and an old electric 
toaster thrown in for good measure* If 
this explanation is not entirely clear, 
in all probability someone's mental 
fuse has been shot* 


— Dallas News*. 
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FFA Photo 

What made private capitalism abhorrent to just men was the great extremes between rich and poor, A migrant camp 

in the South in the pre-war days. 
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yi PRIVATE CAPITALISM 

2>ecu£ 0^ 


I N one form or another the federal 
government has nearly $12,000^000,000 
invested in private business. These 
loans %vere made in the period February, 
1032, to March, 1941, inclusive. The 
agency of the government effecting these 
loans was the Reconstruction Finance 
Corporation, The loans were divided in 
the main as follows i 

Banks and trust companies- $2,724,6 11,370 


Export-Import banks__^ 201,500,000 

Federal Home Loan hanks- 124,741,000 

Building and loan associa- 
tions 166,082,759 

Insurance companies 104,439,760 

Mortgage loan companies, 648,039,219 

Agricultural financing in- 
stitutions 1,690,774,178 

Railroads 922,741,586 

National defense - 1,009,284,048 

Business enterprises 451,612,602 

Self-liquidating projects 399,458,884 

Mining, milling or smelting 16,590,600 

Drainage, levee, irngation_ 141,047,308 

Repairs of damage by earth- 
quake, floods, etc.__^ 5,734,288 

All other authorissations 300,000,000 


Grand total w-hich includes 
some items not listed 
above is $11,486,702,394 


Some of these loans have been paid so 
that the total amount that the Recon- 
struction Finance Corporation has out- 
standing is about $3,000,000,000. 

LEANING ON A CRUTCH 

All of this would indicate that the pri- 
vate capitalism system is sick and that 
it needs subsidies from the federal gov- 
ernment to carry on. It also indicates that 
the heavy cost of the great depression 
beginning in 1930 was borne in large 
part by the collective 'wealth of the na- 
tion and that the situation was saved 
by such subsidies. 

These figures pose a question to the 
citizenship of the United States: Is the 
system of private capitalism dead or dy- 
ing, and what is the outlook for private 
enterprise in these United States? 

Professor Sumner H. SHchter, Haiward 
University, has faced the problem with 


Behind scenes, struggle 
goes on for survival, with good 
chances that private capitalism 
will emerge alive 

frankness and courage in an address of 
recent date given before the Investment 
Bankers Association of America. Profes- 
sor Slichter notes with a good deal of 
dismay that there is a great deal of pes- 
simism in the United States about the 
system of private capitalism, and this is 
in marked contrast with the spirit of the 
British nation. Professor Slieiiter points 
out that stock prices in Great Britain 
even in the face of a torrential world %var 
have risen 20 per cent in 1941, while they 
have fallen in the United States about 
16 per cent. 

WHAT MAKES SUCCESS? 

Of great interest to labor is Professor 
Slichteris direct answer to the question, 
what is the outlook for private enter- 
prise in America? We quote: “The suc- 
cess of private enterprise depends on giv- 
ing employment If industry does a good 
job of providing w^ork and economic op- 
portunity, the government on the whole 
will leave good enough alone and will 
confine itself to dealing with special sit- 
uations. On the other hand, if private 
enterprise does a poor job of giving em- 
ployment, the government will do some- 
thing about it. The result will be that the 
decision of many industrial policies wdll 
be transferred from business men and 
trade unions to the government.” 

It is to be noted that Professor Slichter 
links business men and trade unions to- 
gether in the making of industrial poli- 
cies. Free trade unions have developed in 
private capitalism and it is questioned 
whether trade unions can remain free 
in a system of state capitalism or state 
socialism. 

Professor Slichter goes on to point out 
that no one expects that the government 
is going to take over the hundreds of 
thousands of concerns upon which we 
depend for our standard of living. It is 
rather that the government will be the 


determining factor in making crucial de- 
cisions in policy which will affect busi- 
ness and trade unions. 

The professor puts the job of furnish- 
ing full employment directly up to busi- 
ness. He finds that the outlook for pri- 
vate capitalism depends upon (1) current 
relationships between costs and prices; 
(2) prospective relationships between 
costs and prices; (3) the willingness of 
investors and business enterprises to 
embark upon venturesome undertakings; 
(4) the rate of technological change, 

UNION INFLUENCE IN PRODUCTION 

He adds a word of great comfort to 
labor in his analysis of these problems* 
He says: “Many union leaders, especially 
national leaders, know that the standard 
of living of workers cannot be raised very 
far unless the productivity of industry 
is raised. Even such a modest standard as 
$1,000 a year for every man, woman, 
and child wmuld require a 50 per cent in- 
crease in output — a national production 
of $140 billions. Unionism does not neces- 
sarily mean that management cannot 
make arrangements to discuss problems 
of safety, production, quality control, and 
training w'ith shop committees, and to 
obtain from such committees many sug- 
gestions for raising plant efficiency. In 
fact, most unions are glad to select shop 
committees for that purpose. Satisfac- 
tory employer-union relations need to be 
based upon the understanding by the iiien 
of operating and competitive problems of 
the business which such committees can 
give. 

“Hough equality of bargaining power 
between labor and employers requires in 
many industries organization by employ- 
ers. This is especially true in industries 
where employers are small. It is even 
true in other industries, because a large 
automobile manufacturer, for example, 
cannot afford to be shut down while his 
competitors take the huaness. The possi- 
bility of maintaining reasonably satisfac- 
tory relations betw'een costs and prices, 
therefore will depend partly upon the 
willingness of American employers to 
organize for the purpose of protecting the 
return on capital. At the present time 
there are few organizations among Amer- 
ican employers for bargaining with 
unions, and those ^vhich exist are nearly 
all weak, with little money in their treas- 
uries and little authority over their mem- 
bers. The success of collective bargaining 
in Swe<len and the United Kingdom is 
partly attributable to the fact that em- 
ployers have formed pow'crful national 
organizations to protect the return on 
capital. 
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GREAT CITIES LIKE DETROIT HAV'E BEEN BUILT BY THE THRUST AND DRIVE OF PRIVATE CAPITALISM 


I NIOX UEi'OGMTION; AN 
INVESTMENT 

“Incidental recag^nition of uniouEj 
and attempts to work out friendly rela* 
ticms w ith them are likely to be cheaper 
for business than attempts to prevent 
the spread of unions by grantings wage 
increases— as many enterprises did in 
1936 and 1937. Between 1936 and 1937 the 
hourly earnings of factory w^orkers ad- 
vanced 12 per cent This increase w'^as not 
in the main directly produced either by 
trade unions or by the government. It was 
largely produced by employers w’ho ex- 
pected by raising wages to destroy the 
interest of their employees in labor 
unions. The eifect was the opposite. When 
the men saw wage increases popping all 
over the landscape^ they said: ‘There is 
a lot of easy money around. If we or- 
ganize we can get more of it.* So this at- 
tempt to check the spread of organization 
stimulated it, and many an employer who 
gave one wag© increase to prevent his 
men from organizing w^as compelled to 
give another.” 

On the whole^ he fmds the future not 
too dark. He buses his optimism upon the 
ability of industry to increase its ca- 
pacity, to improve products and methods 
as rapidly as was done in the last 20 years, 
and its ability to diacover improvements 
in products and processes. He thinks the 
confidence of the public in private capi- 
talism will play a great part in its come- 
back, He believes that much of this power 
to recuperate is going to depend on the 
kind of executive which private capital- 
ism is able to develop. 


Quite often the system of private capi- 
is described as the profit system. 
As far as the return on investment goes, 
the system of private capitalism is very 
much alive in America today. The Na- 
tional Industrial Conference Board, an 
employer research organization, in a sur- 
vey recently completed, reports that the 
rate of net earnings for 1940 amounted 
to 7.19 per cent, the highest level ever 
attained. The highest previous return was 
in 1930, when the tape was only 5.69 
per cent. Even in 1929, the great year of 
successful capitalism, it was 6,43, The 
board predicts that 1941 will show' an 
even greater increase in average net earn- 
ings, They even predict that it may be 
28 per cent over 1940. 

PROFITS ZOOM UPWARD 

Taking this as an indication of w'hat 
we may expect in 1942, it is interesting 
to note that 1941 w^as a banner year for 
profit. Six hundred and twenty-nine large 
industrial corporations showred total net 
profits in 1941 of $2,181,000,000, a 20 per 
cent increase over the previous year. If 
you glance at some of the returns for big 
aggregates of industry, you will find 
that iron and steel made a 16 per cent 
increase in 1941 over 1940, Machinery 
made an increase of 24.7 per cent over 
1940, Automobiles made an increase of 
19.8 per cent. Foods, beverages and 
tobacco made an increase of 12.2 per cent 
over 1940; oil production and refining, 
64.5 per cent increase. 

Much more startling than these figures 

are individual returns. The United States 


Steel Company made 182.2 per cent in- 
crease sinre 1939, The American Ma- 
chine & Metals Company made 591.9 per 
cent over 1940. The Aviation Corpora- 
tion made a 2,677.7 increase over 1940, 
The Genei*al Steel Castingj; Corpora- 
tion made 195.3 per cent increase over 
1940, General Tire and Rubber Co. made 
194.6 per cent increase over 1940. The 
Savage Arms Co. made 233.2 per cent 
increa,se over 1940. A"ea, if the measure 
of the vitality of private capital is profits, 
the private capitalism system is very 
much alive. 

FASCISM AHEAD? NO! 

Quite recently Paul F. Cad man, econo- 
mist of the American BEinkurs Associa- 
tion, also faced the problem of what has 
become of the system of private capital- 
ism. Mr. Cad man denies the fact that 
much of the capital in banks in the form 
of United States Bonds means that the 
.system of private capitaiism is gone. He 
says: “It is ronceivahle that at the close 
of the w'ar that the bulk of assets of the 
American banking system will be in 
United States Bonds, and this possibility 
is freciuently used by careless theorists 
and totalitarian economists as evidence 
that the government will then practically 
own the banks and that it will be only 
a short step to taking them over. 

“Nothing could be further from the 
truth. It not only is reasonable but im- 
portant to assume that this country 
is not going to have state socialism or 
communi.sm or any other fascist type of 
government at the close of the war. If 
tConUmied on S28) 
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BELL OFFICIALS 

Ut Adult QlaM? 


Third in a Rerics im the telephone 
eompany. 

I N this article some (if the high lights 
of the “regulation^' of the Bell Sys- 
tem will be cUscusaed, The topic may 
sound a bit dul!, but it’s really a very in- 
teresting subject, and not at all as far 
above the understanding of ordinary 
men as many of the utility experts pre- 
tend. 

Moreover, it is a tremendously impor- 
tant field, well worthy of such effort as 
may be required to und<?r stand the basic 
principles of regulation and the no-Iess- 
imporbmt barriers which to a large ex- 
tent have made the regulation of the Bell 
System a failui^e. 

Nor is the subject without its lighter 
side, sometimes approaching — if not 
(luite reaching — humor. The possibility 
of A, T. & T. President Gifford's indul- 
gence in a deep and subtle sense of hu- 
mor is suggested by the following ref- 
erence to regulatory bodies, made in his 
most recent report to the stockholders of 
the American Telephone & Telegraph 
Company; 

“Over the years, the Hell System 
has heen permit led by regulatory 
b(»dies generally to manage its own 
affairs and to earn enoiigli to keep a 
sound linancial struct n re which has 
made possible the securing of the 
large amounts of capital net^ded for 
growth, to pay good salaries and 
wages, to pn^vide g(n>d working con- 
ditions and t<» make provision for 
pensions for those who have grown 
idd in the service.” 

Almost masterful understatement. The 
Bell System has been “permitted” to do 
all that and so much more. It has been 
permitted to profit, and then to pja’amid 
its profits even to the unspeakable em- 
barrassment of the Bell System itself, an 
institution long accustomed to high prof- 
its and therefore not easily embarrassed 
from such a cause. 

BELL NOMINATES ITSELF “CHAMP” 

Utilities are subject to regulation be- 
cause of their public, usually monopolis- 
tic, functions. The object of rate regula- 
tion ia to protect the public against un- 
reasonable price.s for the esseutial serv- 
ices rendered by the utilities, WTiOe the 
|■egulatory powers of government are 
broad, they are nevertheless limited so 
that a regulatory agency is without au- 
thority to deprive a utility of the oppor- 
tunity to a fair return. 

As statements of principle, these prop- 
ositions are sound. Even the Bell System 
professes to he happy to live with them. 
Vice President Arthu!’ Page goes a bit 
further. In his book, “The Bell Telephone 
System.” he claims that the objective of 
the Bell System is identical to the objec- 
tive of the regulatory commissions. As 
evidence of this noble common purpose 
he says that since 1910 the Bell System 
has been committed to “the best possible 
service at the least cost consistent with 
financial safety,” 

If ^ve were to become convinced that 
the regulatory systems were actually 


At any rate, the 
bookkeeping systems of A. T. 
& T. suggest they are children 
or worse, and that they think 
the general public is very 
stupid 

working for the same objectives as the 
Hell System, it would be in the public in- 
terest to abolish, even outlaw, all regu- 
latory commissions — and promptly, too, 
before the public is completely ruinecH 

For Mr. Page goes even furthei’. He 
says, “T don't believe there i.s any com- 
mission in the United States which has 
worked any harder or more sincerely 
toward that common objective than has 
the management of the Hell System, 
which I have closely observed in the last 
10 years.” 

In his enthusiasm Mr. Page leads with 
his chin. Let us see how the Bell System 
has worked for this common objective. 

SOMI-: HIGH-PRICEn ILVUGAINS 

It has been indicated that the law rec- 
ogriize.s a utility's light to a fair return, 
A fair return on what? A fair return on 
the “fair value” of the utility property, 
claim the utility interests. The majority 
of regulatory bodies, on the othei' hand, 
have advocated a fair return on the le- 
gitimate cost of the property, or on pru- 
dent investment. 

In the past, partly as a con.«^equence of 
the confusing persuasivene.ss of utility 
lawyers, and partly as a result of the 
social or political bias of individual 
judges, the fair value doctrine has pre- 
vailed. The dhzy absurdities involved in 
this doctrine have won for it the reason- 
ably accurate descriptive title of the fair 
value merry-go-round. 

Here is an approximation of how it 
works: A Bell operating company, owned 
by the A. T. & T., needs some equipment. 
The A. T. & T, requires the company to 
buy the equipment from the Western 
Electric Company, also owned by the A. 
T. & T. The operating company buys the 
equipment and pays the price, not be- 
cause it's the best merchandise for the 
best price, but because it can’t do other- 
wise. Even if the '^\'estern Electric does 
not manufacture the items, it will buy 
them and then sell them to the operating 
company — at a profit, of course. 

Assume the price paid was two mil- 
litm dollars after a typical profit to the 
A. T. & T. via Wes tern Electric. We 
won't at this point attempt to estimate 
the pTofit. but, as will he shown subse- 
(]uently, Western Electric profits are 
magnificent. Western Electric is not a 


utility according to law, so its profits are 
not even nominally subject to regulation. 
Neither are Its prices. Whatever a rea- 
sonable price would have been, the oper- 
ating company now has equipment w'hich 
has co.st it two million dollars, no matter 
how' little the cost to A. T. & T, What is 
a fair return for the public to pay the 
company on this equipment? 

OM.Y DELIRIOUS ARK EXPERTS 

Some generous .soul might suggest a 
specific percentage of two million dol- 
lars, letting the Western Electric profits 
go down the drain, so to speak. But in 
the eyes of the A, T. & T„ such a person 
would not be a generous one. What do 
you mean? That stuff may have cost 
only two million dollars, but its value is 
much greater! What are you tryi^ig to 
do, CONFISCATE our property? 

I^htui tlie ride on tht^ nicrry-go-round 
begin.s. In a rate case it may be con- 
tendeti, for example, that the value i.s 
greater because its cost of reproduction 
would be greater than its actual cost. 
The average person would be astoumiccl 
at iiow far and quickly costs soar accord- 
ing to the mystic .sciences of the utility 
“experts.” If the equipment ia antiquat- 
ed to the extent that no sane person 
would even consider reproducing it, the 
reproduction costs get all the higher, 
sufficient perhaps to cover the building 
of a new factory, even the retraining of 
n generation of w^orkers, since no exist- 
ing factories or workers are any longer 
engaged on that particular species of 
antiques. 

It is an absurd procedure, of course, 
but the A. T. & T. maintains a staff of 
experts in such absurdities, men appa- 
rently of great patience and quite de- 
tached from the world of actuality. This 
jndvilege has been rect agnized as an in- 
cenlive to inefficiency, and po.s.sibly for 
that reason the Bell System defends it 
so jealously. 

The attempt to determine fair value 
has priMluced airy standards from fairy 
land. If one expert <loes not find a suffi- 
ciently high value, another one with a 
different and more costly system of syn- 
Ihetic reproduction can be hired. Con- 
sideration will be given to actual in- 
stances of how hard and sincerely the 
niHuagement of the Hell Sy.stem works 
toward what it shamelessly calls a com- 
mon objective with regulatory bodies. 

HOW RATE BASES XUi: INFLATED 

In 1935 the Southern California Tele- 
phone Company, a subsidiary of the 
I’acifie Telephone & Telegraph Company, 
in turn a subsidiary of the A. T, T,, 
was defending itself against a complaint 
brought by the City of Los Angeles ask- 
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injt^ for relief from unreasonable and ex- 
cessive rates. Included among the assets 
making up the company*a claimed rate 
base were certain used motor vehicles of 
various ages. To arrive at the ^*value*^ 
of these used automobiles in 19S4^ not- 
withstanding that the largest used-car 
market in the United States was in 
California, the company obtained pieee- 
part catalogues from manufacturers, and 
from these obtained the priecs of Eome 
30 separate parts, claimed to represent 
60 per cent of the vehicle. The company 
then listed these piece-part prices as of 
the date the cat's were purchased, and 
as of December 31, 1934. The ratio of 
these prices at the different dates was 
then computed and applied to the total 
cost of automobiles of each type and age 
at the time purchased— and the result- 
ing figure was called by the company 
the reproduction cost new! 

Such is the wisdom which guides the 
biggest corporation and the biggest pri- 
vate monopoly in the U. S, If there were 
any sense to such a formula, the auto- 
mobile industry has been stupid all these 
years. It should never have made new 
cars, just fresh old ones. The City of 
Los Angeles showed that the company's 
reproduction cost new less observed de- 
preciation was per cet^t hiifher ihaif 
the whotefiaU prices ! 

That is one of the tactics by which the 
Southern California Telephone Company 
arrived at the conclusion that the “re- 
production cos*:“ of its system properties 
was 1182,800,(100, although the actual cost 
had been only some $160,000,000. induded 
therein was an item of $3,171,400 rep- 
resenting the theoretical cost of cattm^ 
and replachtp pavement not. historical iy 
cut or replaced, plus “theoretical taxes" 
and “theoretical interest." 

Another item of the reproduction cost 
was $1,033,000 for station installations 
and dro|) wires which had been abati- 
doneiL Yet, as far as can be ascertained, 
the executive personnel of the Bell Sys- 
tem are all adults. 

“VALUE" OF PAST 
I>KO FITE EKING 

As if it were not enough to 
carry the fantasy to the point 
of “reproducing" for rate 
base purposes over a mil- 
lion dollars in junk at West- 
ern Electric's exclusive pricer, 
the company also added the 
sum of $12,000,000 for “going 
value." Twelve million dollars! 

What were the elements of 
this ‘‘going 
value?'' 

Among the 
elements put 
forth by the 
company were; 

The past and 
prospective 
growth of the 
business; past 
earnings; pros- 
pective future 
earnings; the 


company's public relations; etc. Bear- 
ing in mind that the company is a 
monopoly enterprise, the past and pros- 
pective growth of the business, ami iU 
stability, are evidence of the limited 
risks to which capital in the company is 
exposed, and therefore are reasons for 
moderate profits. To urge past earn- 
ings, which in A. T. & T. jargon means 
profits, and prospective future profits, 
on the other hand, is in the nature of ad- 
mission of profiteering to such an extent 
that the value of the company's proper- 
ties, by virtue of prospective continued 
prufitecring, is $12,000,000 greater than 
imaginary “reproduction cost." 

Such a lumping of self -neutralizing 
iTasons is inconsistent. But the Bell Sys- 
tem is not bothered by inconsistencies. 
The company wants rates high enough 
to compensate it for an assembled plant 
built upon piece rates, including the re- 
production cost of assembling abandoned 
property, plus $12,000,000 for “going 
concern" value. What would be the value 
of a nicely-assembled plant without “go- 
ing concern" prospects? -Just so much 
junk. Because of high profits in the past, 
the company claims a right to higher 
rates so its profits will be still higher, 
which in turn would increase the “going 
concern" value, w^hich would entitle it to 
even higher rates on the increased “go- 
ing cuiLcerii" value, ad infinitum. 

From these several instances it is 
clear that the Bell System while devoted 
to maintaining the fiood of nickels and 
dimes fnmi all sorts and conditions of 
men to its own swelling coffers, by no 
means confines itself to small change. 
This is not the complete catalogue of in- 
stances arising from this single case. 
The Bell System is as versatile in grasp- 
ing for millions in one reach as it is in 
counting the imaginary widows and or- 
phans among its stockholders. 


Prehistoric monsters became extfnct 


by developing huge bodies at expense 
between great corporations? 


One of the most ruthles.s methods of 
charging its customers twice for the 
same service arise.^ from the Bell Sys- 
Lem's uncotiscinnable treatment of depre- 
ciation. Depreciation is another uninter- 
esting appearing w'ord, but jam-packed 
with significance. Nor is its significance 
ditlicult to umierstand. 

Tin: ( (IN TEMJ'TIHLE CONSUMER 

There arc several methods of figuring 
depreciation, but in general it is not im- 
portant which is used if used consistent- 
ly, As an illustration, the “straight-line" 
method will be used. Consider, for ex- 
ample, an electric motor costing $1,000, 
estimated to have a useful life of 10 
years if properly maintained. At the end 
of a yeai'p then, one- tenth of the pros- 
pective life of the motor is conaumed. 
Under the “straight-line" method, the 
depreciation for the year is $100. This 
$100 is a charge against operations. That 
is, a utility may and does include this 
item of expense in the rates collected 
from its customers. At the end of the 
year, the motor costing $1,000 has only 
$000 worth of life, anti the customers 
have pa hi for the capital consumed. In- 
stead of retiucing the value of the motor 
on the cmuimny’s hooks to $90(1, common 
accounting practice is to leave the book 
value unchanged, but to set up a “depreci- 
ation reserve." During the second year, 
another hundred dollar.s depreciation oc- 
curs, and the depreciation reserve is in- 
creased thereby to $200. The then cur- 
rent book value of the motor is $1,000 
less the depredation reserve of $200, or 
$800. 

Thus, there is an intimate relationship 
betw’oeji the ilepreciation reserve or ac- 
crued depreciation and the book value of 
assets subject to (fepreciation. This re- 
lationship is extremely important in a 
regulated enterprise, because it directly 
affects the rate base and allowable ex- 
penses. 

The depreciation reserve of the South- 
ern California Telephone Company at 
the enii of the year 1934 was $29,700,000. 
Most of that $29,700,000, if not all, 
had been collected from its custom- 
ers, Nevurtheless for rate 
base purposes the company 
claimed that the “existing 
d epreciation" in its 
j) r o p e r t i e s was leas 
than $13,000,000. The 
difference in this item 
alone is more than 
$16,000,000, If the com- 
pany's claim 
was correct as 
to the “exist- 
ing deprecia- 
t i o n," then 
some $16,000,- 
UUO in hidden 
profits had 
been “confis- 
cated" from 
its customers. 

In order to 
make its fair 
value as high 
as possible, 
the company 


of broins. Is there a parallel 


had the gall to 
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claim existing deiireciation was 1 6,000, - 
000 less than it had levied against the 
public, while at the same time it claimed 
$ 6 , 650,000 as an annual depreciation al’ 
lowance, or mure than one-half its total 
admitted existing depreciation on prop- 
erty with a composite average age in 
excess of seven years. 

SWEAT OF CITHERS IS CHEAP 

Is this the angelic policy of “the least 
cost consistent with financial safety/* to 
which the Hell System has been so pious- 
ly committed since 1910? To the mis- 
fortune of the American people^ — and to 
the great profit of the A, T. & T. — it 
appears to be. 

From the investigation of the tele- 
phone industry by the Federal Communi- 
cations Commission this practice of the 
A. T. T. appears typical. Referring to 
the Bell System *s practices with respect 
to depreciation, the report on tire inves- 
tigation stated: 

*‘The pursuit of this argument has re- 
sulted in rate-case claims by Hell Sys- 
tem companies of accrued depreciation 
for valuation purposes limited iisnally to 
from 7 to 12 per cent of the original cost 
of the properties, whereas the same com- 
panies have accumulated depreciation 
reserves from annual charges to operat- 
ing expenses on account of I he same 
properties amounting to from 20 to 35 
per cent of the cost of the plant. , , . The 
difference between the amount in the 
depreciation reserve thus invested in 
plant and the much lower deductions 
from cost claimed on account of accrued 
physical detcu ioration represents plant 
which has cost the owners ami financial 
backers of the Bell companies nothing, 
but on which they claim a right to earn 
a return.** 

CHISELINfj; fix GOVERNMENT 

Truth is stranger than fiction. The 
two-facedness of the Bell System prac- 
tices in this single rate base matter is 
almost incredible. It is difficult to recon- 
cile such conduct with the high reputa- 
tion which the Bell System enjoys among 
so many of those it victimizes. Yet, even 
as to the California case, the climax has 
not yet been presented. 

Even as the Southern California Tele- 
phone Company was piling millions upon 
millions to show its “fair value** before 
the rate comnijssioti, the identical com- 
pany was presenting the identical prop- 
erties as having a value many millions 
less before the Califomia State Board of 
Equalization, where it was protesting as 
“exorbitant** the tentative tax assess- 
ments against it. 

Some samples of the company*s con- 
veniently fiexible reproduction cost fig- 
ures, depending upon whether the com- 
pany is “reprotlucing*’ for profiteering or 
for bearing its share of the cost of gov- 
ernment: “Central office equipment*' 

which cost the company $47,602,000 \vas 
valued at $53,540,000 for rate purposes; 
at $43,830,000 for tax purposes. Depre- 
ciation on this classification was only 4 
per cent for I'ate purposes; 28 per cent 
for tax purposes, “Outside plant** which 
cost the company $72,419,000 was valued 


Telephone buildings of palatial stature are erected in every part of the country. Some 
people declare that Is a method of avoiding taxation. 


at $77,141,000 for rate purposes; at $63,- 
379,600 for tax purposes. In just those 
two classifications the difTerence is over 
$23,000,000! 

In erm eluding the exposition of these 
contradictory policies, both of which aim 
at victimizing the public, the brief sub- 
mitted for the city of Los Angeles 
stated: 

“Regardless of the fact that this pub- 
lic utility apparently does not wish tn 
have its left haml know what its righi 
is doing, we believe it high time for the 
public to step in and hold these contrast- 
ing claims up against one another, that 
all may see, and that all may ponder 
over the implications of this truly out- 
rageous situation,** 

equality for au. 

I'^he people of Southern California do 
not suffer alone. The Bell System, with 
its practices, envelops the nation. “One 
policy, one system, universal service,** is 


one of its boasts. Subject to a proper 
definition of those terms, it is tragically 
true. An idea of the vagaries of the “fair 
value** doctrine, and its application by 
another A. T. & T. operating company in 
Eastern United States is presented in the 
following valuation estimates of the New 
York Telephone Company, covering only 
its intrastate properties: 

f imti f iuf/ 1) mt^ Va I ua tio n 

Mfijoiity of t ‘uTti[i]i!3!iion $:U>6,D15,4ri3 

Statutory (kiurt .T&T, 207,925 

Minority of Commission 406,602,993 

Master's report 518,109,584 

Company etaim luised on W^hitte- 

more appriiisal .. 528,753,738 

Company claim based on Stone 
& W*ehster appraisal 015,000.000 

In the case of that one company the 
estimates vary by $248,000,0(U>. No won- 
der, as an apologist for the A, T. & T., 
Vice President Page says that regulation 

(Continued on page 520) 
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T he present world crisis has stimulated 
all of us to re-examine the basis of 
our democratic institutions* One thing 
seems pretty certain; that is, that the 
basis for democracy is universal free 
education. These citiaens of the North 
American continent have all been the 
beneficiaries of the public school system, 
and all of us who have been studejits of 
history know that organized labor has 
played an honorable part in the forma- 
tion of a system of popular education and 
in its protection. 

Free public libraries may well be re- 
garded as an indispensable part of public 
education* Libraries make it possible for 
students in public schools to supplement 
their education, and they become the 
post-graduate schools of the great masses 
of citizens ’who either must forego much 
formal education or pass through the 
portals of the schools. 

HOSPITAIiLK HEADING UOOMS 
As far as I know, all public libraries 
have been generous and hospitable to 
workingmen and especially to out-of- 
work working men in their periodical 
rooms and in their general reading rooms, 
in giving apace to those ’who come to 
read newspapers and magazines and ’^vho 
seek specialized Irilorjjjation from books. 
If the public library did no more than 
this, 1 believe it justides its existence, 

I do not believe that librarians, in 
general, or the general public recognizes 
the fact of the deep and abiding interest 
of the workingman in the literature of 
his trade. The electrician, the plumber, 
the machinist, all are proud of their 
craft ami all constantly pursue additional 
information on the know-how of the 
trade. Libraries could well establish 
special rooms or special shelves of books 
relating to the technical problems of a 
given trade. There might he an electri* 
eian*s room, a machinist's room or a 
plumber’s room in the large libraries 
w'here these craftsmen could go and seek 
solutions to especially difficult problems. 


I. B. E. W. union 
official addresses Northwest 
Library Association, Seattle 

lilCH LORE FOR AI'1*RENT1CE 

As you know, the apprenticeship com- 
mittees of our great respective countries 
iue constantly stimulating the formation 
of formal classes of tradesmen under 
the auspices of labor and management, 
and such rooms wouUl furnish quick and 
easy access to these students to the 
in oper literature. 

There has grown up, too, over the 
last generation in our respective coun- 
tries a literature which might be called 
social literature — in poetry, novels and 
plays- — which might form a basis for dis- 
play in any important library. 

The recent <leath of Edwin Markham, 
the San Jose poet, might have brought a 
review of his life and work in pictures 
anti in poetry, and I am here to tell you 
that such a display would be welcomed by 
the working people, for they revere the 
memory of this man profoundly. Too 
often this social literature has been 
neglected. Last summer w'^hen I was in 
San Jose, I visited the long-time home 
of Edwin Markham and saw the so- 
called “hoe” room. It w^as a thrilling 
experience. In talking with the editor 
of our official Jourkal, I learned that 
both in Canada and the United States 
our union members responded quickly to 
anything published in the JouElN’AL re- 
ferring to Edwin Markham, 

As a matter of fact, our own member- 
ship is not insensitive to literature of a 
social note. The pages of our official 
.ftipRNAL often carry verse of perhaps 



none too good technical quality which 
has true social feeling, and at times this 
verse reaches an unusual standard, 

LABOirS OWN PIIBUCA TIONS 

In the main, the workers that I know 
best have no fault to find with the service 
of the public lihranes, I believe 1 am 
reading their sentiment aright when I 
say vvliat they expect is parity. They 
expect no special favors but they con- 
sider themselves a part of the community 
and believe their special interests should 
be represented on the library shelves as 
w^ell as the interests of employers, busi- 
ness men or any other group. Many of 
the official magazines of labor unions are 
of high journalistic order. Our members 
believe that these magazines should bo 
cl is played wdth the same degree of prom- 
inence as other trade publications, and 
imusual articles appear in them that 
should be called to the attention of the 
public by the library just as much as the 
unusual articles in the Atlantic Monthly 
or Harpers or any other publication. 
Certainly such magazines as the Ameri- 
can Federationist, the Electrical 
Workers Journal, the Railway Clerk 
and others should be easily accessible to 
all readers and all public libraries. 

Labor believes deeply in free public 
education. Therefore, it believes deeply 
in free public libraries. It w’ould defend 
them against attacks and it %vill support 
them according to its lights. 


Prophet 

Like ivings that arch ct gainst the 

The words were beautiful and high 

Thai from his Hpinfn flame he 
trroughi 

In hurmsked purity of Ihought. 

All were captuTed hy his mood, 

Forgetiing needs like elothes and 
food. 

Forgetting that the world was less 

Than swift delight. Forgetfulness, 

His shoes were scuffed, his clothes 
ivere old. 

And hurt the heart by tvhat they 
told, 

Helen Mitchell. 
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A>ii 0^ S'pecial 

TECHNICAL SKILLS 

By DAVID E. LILIENTHAl. Chairman. TA A 


A t war or in peace, the medeni world 
calls for hifrhly specialized techni- 
cal skills. To say today that a man 
is an enji^'ineer or a biolog^ist or an agron- 
omist ia no longer enough; specializa- 
tion has been cai-ried so far that these 
elassi heat ions are now too general. This 
specialization of functions is reflected, 
of course, in our training in the uni- 
versities and technical schools. We are 
as a consequence threatened with, if we 
do not already face the accomplished fact 
of disunity and disintegration of our 
culture and underlying philosophy of life. 
For the quality of unity in thinking has 
been displaced by the philosophy of thy 
specialist. Before we can guide and con- 
trol modern technology which Is the 
product of specialization, we must some- 
how recreate the power of generaliza- 
tion and unification of all of these highly 
specialized skills. 

The truth of this is now fairly well 
recognized by philosophers, teachers^ and 
religious leatlers. But the work of the 
Tennessee Valley Authority during the 
past nine years throws upon it the light 
of acliml experience. As many of you 
know, the TVA is an effort to de%'elop 
the resources of a region by the appUca- 
litm of all Lhv available modern scientific 
and technical skills. In the TVA^s experi- 
ence there b a clue as to how we can 
overcome the di.stintegrating force that 
by a curious irony is itself the product 
of our great technical skill, 

A WOUU) IN TREE RINGS 

Ever *since the organization day? of 
the TVA in the summer of 1933, I have 
been amazed at the number and the 
re fine merit of specializations required in 
carrying out such a major developmental 
enterprise. In my work, I have seen 
brought to bear on a single problem, say, 
determining the “taking line** for an area 
to be llooded behind a dam, a dozen or 
it may be a score of dilTerent intellectual 
fipecializaticms. The development of the 
new TVA fertilizer products calletl for not 
only cbemiciil engineers, but soil chem- 
ists, farm experts, economists, and still 
other Leclmiques, At one time we had on 
the staff a demlndogist, a man expert in 
the reading of tree rings- By the examina- 
tion of the rings of ancient trees, he 
was able to throw some tight on rainfall 
cycles and extreme floods back far 
beyoml recorded data on these matter,?. 
This expert saw the whole world in 
tree rings, almost literally. The degree 
of special functions is not always so 
refined as that; but it is extreme in such 
a modern technical undertaking as the 


Before we have 
unity we must have common 
idea of the community. Labor 
is not only group which has 
jurisdictional disputes 

TVA. For the TVA program encompasses 
almost the full scope of modern tech- 
nology. And so* in my daily work I have 
been made to realize,, not without a con- 
sUint sense of wonder, the almost in- 
finite variety and number of separate in- 
itdlectual well-springs of what we know 
as nuMiern living. 

Let me enumerate just a few of these: 
in the field of public health alone, there 
are the malaria experts; and then with- 
in the narrow held of malaria expert- 
ness there are a number of refinements 
even of that refinement. Forestry, only 
one of many of the techniques concerned 
with the use of land, is itself divided in- 
to such refinements as tree crop experts* 
nursery technicians, and so on. Among 
engineers, the areas of specialization are 
almost beyoful belief, as a visit through 
either the mechanical or civil or chemical 
engineering staffs of TVA will indicate. 

Now* the striking thing to the ad- 
ministrator responsible for results, work- 
ing among the.se highly specializefl tech- 
nicians, is this: that so frequently each 
one is fighting, sometimes politely* some- 
times not so politely, for the hegemony 
of his particular specialization in com- 
petition with some other. Whether the 
occupational specialization is very minute 
like the tree ring expert, or so broad 
as that t>( the metal hirgiral engineer, 
there is customarily this clear, lively pic- 
ture of hi,s own field and its importance, 
whereas the other specializations appear 
less clearly and frequently with not a 
little disdain. 

ONE FO( rs ONLY 

,\ central problem of modern life, ns 
1 have said, is to fit the %’‘arious technical 
skills together. This is not only urgent; 
it is tlilBculL Lo a degree. For, a.s numy 
people have observed, rarely do specialists 
seem to be concerned about anything be- 
yond their own fiedd. The more conscien- 
tious and excited the specialist is about 
scnl chemistry, metallurgy* wildlife* sta-, 
tistieal methods* or what ha%^e you* the 
more likely he is to see all else as but 
an adjunct. All this results in disunity 
of thinking and hence of the spirit. 

The philosophical or spiritual conse- 
quences to an individual bereft of any 



DAVm l^ILIENTHAL 


sense of unity are disastrous. This sense 
of frustration, the vanishing of any clear 
meaning to life, is the root cause of the 
ilestruction of the world that today is 
man's primary and almost sole occupa- 
tion. \\ ar and the prepuratiou for war* 
philosophical and physical, supply a mean- 
ing to Itfe for leaders and masses alike* 
Under these circumstances, war, blood- 
,shed* privation, even oppression and 
tyranny are preferred by many to a baf- 
fling meaningless vacuum. 

The administi'ator of a project like 
the TVA that rests upon almost all the 
technical skills must, if he possibly can* 
put these skills together according to 
some kind of generalization in his mind. 
Although the administrators of the TV.\ 
have been given “power to decide*'* in 
broad terms and in accordance with the 
principle of unity of management, we 
<lo not seek to resolve these conflicts 
among experts by the force of arbitrary 
decisions. Rather it is a common idea* an 
idea underlying the whole enterprise and 
Common to eveiy part of it, a democratic 
and essentially spiritual idea, that ties 
together and unifies the work of all the 
technicians* however highly specialized. 
The central “TVA idea'' of the develop- 
ment* conservation* and use of the nat- 
ural resource.^ of a region for the benefit 
of its people has come to be the focus 
of the labors of all TVA technicians. And 
since the common idea is at once reeng- 
nizod as beyond the scope of accompUsh- 
ment of any single specialization* a nar- 
row competition between specialized tech- 
nif^ues is disetmraged ; not the success 
of a single technique but of all is neces- 
sary or there is no sense of accom [dish- 
men t for any one of the disciplines. 

SEE I.ARGER OBJECTIVE 

This common idea gives each specialist 
and executive an objective on the hori- 
( Continued uu 522 ) 
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LABOR JloA. Ode^ntUxd 
9Kte/iedi FARMERS 


This article sent to th^ Elect r\cn! 
H'orA-crs Jounml Torn Elder ^ a vet- 
eran member, ow the staff of the 

Fa rni Sec rii if A d m 1 i i ist ra tion , A I a barn a - 

W HEN THE 1TJ40 ctfni?;us taken, 
it was found that nearly half of the 
fann famiiie^i in the United StatOis 
received in that year income of less than 
SpGOO each from all products raised on 
their farms. This figure included every- 
thing — goods for sale^ for barter and 
for use at hoine. 

The disturbing thing about the record 
was the increase in number of these low* 
income farmers— 47.5 percent in WZiK 
only 28 percent In 1929. Something has 
been happening to the km'er-brackel 
farmer, the little farmer, ’while total farm 
eamings increased and the average land* 
holding grew larger. 

In the South, the picture is particularly 
dark. Take Alabama, In this state, the 
census showed nearly T7 percent of 
the farmers to have been in the under- 
$<i00 class. Approximately one-thir<l of 
.Alabama's farms were showm to have 
made for sale, trade AND home use, 
products of less than |250 per fann. 
There were 71.802 Alabama farms in 
this low group in Ten years earlier, 

the number was only 20,915, although 
there was then a larger total number 
of farms in the state. 

LITTLE MAN LOSES SEC URITY 

In 19;^5 Alabama had 273,455 farms. 
In 1940, this number had declined to 
231,746. The number of full o%vners re- 
mained approximately the same, but the 
number of tenants and croppers de- 
clined from 244,221 to 177,594, 

It is obvious that the little fellow^ is 
not faring so well. He is being driven 
from the land, to subsist precariously on 
“public w^orks" and on the fringes of the 
cities, in rather desperate competition 
with workers every w’herc. The stanilar<ls 
and security of everybody are endangered. 

And it is" significant that m those part, 
of the United States where the highest 
percentage of tenancy and the lowest 
per capita income exist, there are the 
greatest amount of restlessness and the 
greatest debnte on definitions and con- 
cepts of democracy. Thei'c is the great- 
est impact of shifting populations on the 
stability and standards of all. 

Within the last few months, when 
there was the gri^itest need of national 
unity, and of security at home as i\ basis 
of security in the world, the need of 
support for programs to help the small 
fanner— the citizen most vulnerable to 
attacks by circumstances tif neglect and 
misfortune — has become increasingly 
evident. The need was revealed in aspect.' 
of the larger social, economic and politi- 
cal need, as w-ell as of the individual 
human need. It is revealed in tcrnis of 
national stability and of the welfare 
of all workers. 

At the same time was revealed exist- 
ence of a confirmed opposition to pro- 
grams of this .sort, particularly to action 
programs as represented by the Farm Se- 
cur i ty A d m i n is tr a t io n . 


Small farmer seeks 
economic security. He is rest- 
less because he can not find it 

The Farm Security .Administration is 
an agency of the United States Depart- 
ment of Agriculture which is devoted to 
extension of opportunity to the low-in- 
come farmer. Since it began in 1935 as 
a means of emergency service to a largo 
segment of the population which has 
been pressed into the depths by the 
great national depression, FSA has 
helped nearly 1, 000,000 families who were 
unable otherwise to obtain credit for 
farming operations or living. 

HOW LOANS PAY OFF 

In doing so, it has made loans ami 
emergency grants totalling ^690,000.000. 
Maturities of loans have been repaid at 
rate of approximately 76 percent. These 
loans, linked with supervision of both 
farm and home operations, have been 
instrumental in increasing the %vorth of 
boirowers (or possessions above obliga- 
tions^ by 43 percent— the national aver- 
age is $871 for the year before coming 
on the program, compared to $1,242 for 
1941. 

The average income of these families 
was $480 for the year before receiving 
F'arm Security aid and 8866 for 1941, 
an increase of $385, or 80 percent. This 
income is the total cash received for 
products above the cost of production, 
and the value of goods produced and 
consumed at home. The increase in net 
cash income averaged $221. This would 
mean that the aggregate increase is 
more than $200,000,000, 

Incalculable is the improvement of 
living standards, health and incentives. 
In the nation at large, the increase in 
goods produced for home use averaged 
101 percent. Striking is the fact that 
the greatest increase in this field, or 142 
percent, was recorded in the four states of 
the Southeast — AUibama, Georgia, South 
Carolina and Florida’-where for the most 
part the low'- income farmer previously 
had no experience in food production, 
where iHetary deficieneies and impair- 
ment of the human stock were most 
noticeable because of enslavement to the 
old one-crop, cash -crop agricultimil pat- 
tern. 

Do these figures have a point for .Amer- 
ica today? Is there any material value, 
to impress a material mind, in such “in- 
tangibles” as opportunity, encourage- 
ment, incentives, hope? For answer, 
read this paragraph from a routine of- 
ficial repoii; from an FSA supervisor in 
Coffee County, Alabama: 


“Out of a house that leaked, had no 
screens, no outbuildings and that was 
very open, the Norris family moved into 
a sealed house, screened, with more rooms 
and plenty of outbuildings. Mrs, Norris 
did not keep a very clean house, but 
since she moved, her house is very clean. 
She said the other day, 'Since I have 
moved, I have better heart to keep my 
house clean. When you have nothing to 
work for, you just don't care'!" 

When you are without help or hope, 
when you have nothing to fight for, you 
might'find it hard to distinguish betw^een 
Roosevelt and Hitler, between the Stars 
and Stripes ami the Swa.stikal 

The greatest of incentives lies in 
security — security, for example, of the 
little farmer on his land, giving him 
heart to work for his home and all that 
it means. The first requirement for a 
Farm Secur I ty .Ad m i n is t ration loa n , a f ter 
the assurance that the small, depressed 
opemtor cannot get credit elsewhere, 
is that he has, or can get, or can be 
helped to get, land on w^hlch to farm 
under conditions enabling him to plan 
ahead for next year. Some security of 
tenure is the requisite. All but a negligi- 
ble proportion of FSA borrowers have 
wi'itten leases, the majority for five 
years. Only those familiar wdth condi- 
tions in the tenancy belt will understand 
what a long step has been taken in this 
respect, because until this program got 
into swing, written leases for any period 
did not exist for the tenant or cropper. 

THEY STAY ON THE FARM 

Here is a new degree of stability. 
Fewer of these farmers are moving from 
the land to light their brother.s for em- 
ployment. Fewer of these than others are 
giving up in discouragement and des- 
pair of finding new places, year after 
yeaj- — places with houses that have whole 
roofs and floors, that are not creviceii 
to the rain and wind and insect plagues 
— places with land that has not been worn 
and %vasted by year after year of scratch- 
farming by tenants who had no assurance 
that they woukl be on the same farms 
into another season and who hadn't 
bothered to mend their terraces or dam 
their gullies or plant winter cover. 

The wastfj of land values and social 
values because of the old insecurity of 
tenure, the old neglect of this fundamental 
principle that land must be tied down 
if it is to be saved and if the nation at 
last is to be saved — the waste has been 
tremendous. In the South, particularly, 
these values have been lost. Lane! lords, 
neglectful of this principle, or themselves 
increasingly improvished and unable to 
do much for their tenants or tmwiUing 
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An itidustrial \voiker*s improvised home In a southern industrial area. This housing moves 

close to level of share-croppers. 


to take the risk and make the outlay 
for repairs, pay fewer taxes on deteri^ 
orated land* Ami the Socal public treas- 
uries dwindle, and public seiTiees — those 
of health and school injr most lamentably 
— decline. And society suffers* 

An even more disastnms loss tinder the 
old system of neglect, restlessness and 
steady improverish merit has been the 
loss of spiritual values* Without guid- 
ance or encouragement, forlornly follow- 
ing the old practice,^, unable to %"entiire 
far from the olii way of accustomed cash 
crops, the .small farmer slump*s into 
idleness, and with idleness into discontent, 
and with discontent to migration* 

It is in this that he is helped lirst by 
the loan and then by the plan w^hich 
accompanies the loan. Families trying 
to live and to farm on incomes of ^250 
to riSdOO a year (remember, this is for 
everything, sold or used) are bound to 
suffer from a lack of things that are 
neces.sai’y to meet their most basic needs. 
Even with AAA benefit checks and some 
cash from off-fann work added in, the 
average family of five persons in the 
low-income farm group had a paltry 86 
cents a day in cash. The meaning of this 
low income is that these farm families 
arc acutely under-employed. With only 
limited resources at their command, with- 
out credit, held in thrall of traditional 
stifling and destructive pattern, they 
simply are not able to utilize more than 
a fraction of their time at prwluctive 
farm work. The rest of their time* they 
are idle. 

ERODED MANPOWER 

Every day that goes by, we lose in 
Ameidca, because of this under -employ- 
ment, between 10 and 15 million man- 
hours of potential labor on the small 
farms. This great store of manpower* 
the most valuable resource in America, is 
being lost because our small farmers are 
unemployed so much of the time. It is 
like burning Ifi million bushels of wheat 
every 24 hours, or destroying million 
bushels of C(>rn between every sun-up 
and sunset, or wiping out 70,000 bales 
of cotton a day* 

The Farm Security Administration has 
leanied. from a ^Jtiidy developed through 
the Bureau of Agricultural Econo mic*s, 
that of 5G6.3 man-days of 10 hours each 
available in the average farm family in 
a year, only 108 man-days are utilized 
under the classic corn -and -cot ton pat- 
tern. 

But if this plan be modified slightly, 
by adding another cash crop — say, tobacco 
— while reducing the cotton slightly and 
paying better attenlion to the reduced 
cotton acreage, it is possible to utilize 
276 of the available 566 man days, still 
leaving a largo amount of idle time. 

However, with a plan of the sort which 
Farm Security' seeks to establish for all 
the families under its supervision, adding 
to the ca.sh crops certain food crops, soy- 
beans, peanuts, chicktms, four dairy cows, 
grains for feed and legumes for soil 
building, it is possible to utilize 4:36 of 
the available 5G5 man days* What is more, 
an income spread ovei^ 12 months of 


the y^ear becomes available, instead of 
income being concentrated in a .single 
month under the old pattern of one-crop 
farming, or no more than two oi* three 
months, under the modified pattern of 
exclusive '“cash crops’* — income that is 
spent immediately for debts and necessi- 
ties, forcing the family to seek credit 
again to live until next year’s crop 
comes in; to borrow, to starve; to borrow 
with the burden of interest and carrying 
charges w^hich cuts deeply into the small 
income and reduces standards. 

HELD TO HIGHER INCOME 

The idea is that with proper planning, 
proper credit facilities for stock, gear, 
fee<l and fertilizer, the small farmer 
may^ be helped to set a higher value on 
his time and his labor, with the results 
of higher stamiards for him and for 
everybody else. But he ne^ds the j)lan, 
and as a foundation for the plan, he 
needs more things to work with, just as 
an industrialist needs more plant capacity 
and a busine.ssman more inventory*, which 
they obtain by going to their bankers or 
to the RFC, 

Who can deny’ the need of a facility 
of service in this field for the little 
farmer, if he is to have opportunity and 
a chance of survival and perhaps even 
the Incentive and will to suiwive? 

All this is fine, you sayj but what 


chance has the little fellow on a few 
acres to compete in the market-place 
with the large operator, who has the ma- 
chines and all the other facilites to 
organize his operations, from buying 
and planting to harvesting and selling? 
The big man is on the inside of the 
distribution system, he has the bulk to 
attract dependable buyers; the little man 
may have but a single crate of chicken .s 
or basket of eggs. 

*SAVINGS !.\ GROUP ACTION 

The answer, w'hich the Farm Security 
Administration has had opportunity of 
testing within the la*st year, lies in draw- 
ing the little fanners together for group 
action* for acquiring together machinery 
for joint use, sires for proper stock, seed 
for uniform quality — all at price.^s that 
are favorable because of the volume pur- 
chases and the existence of a responsible 
agent. Being “purchasing and marketing 
associations,” the groups which buy*^ to- 
gether and make their plans together, 
move next into selling together. FSA de- 
fends the theory’^ that in group action — 
cooperatives, if you please — lies the hope 
of the family-size farm for stjibility, 
profit and security’ in a highly organized 
society. 

From buying and selling together, the 
little fellows in this program move into 
(Continued on page 514 ) 
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Onijijecionl Wo^ Out 

^o^imutaA to- MEET WAR 

By WILLIAM I.* GAFFNEY, President, International Association of 
Electrical Inspectors 


WUliam L. Gaffney, FWtlavd, Oregon, 
heads the important electricfil inspectors* 
organizatio7L this year. The address in 
{}Hestio 7 i was given, at Portland meeting, 
September 17; Fresno meeting, Sepiem- 
ber 22; Detroit ^neeting, October 5; New 
Haven meeting , October 12; Hiehmond 
meeting, October 17. 

A YEAR ago your international presi- 
dent opened his address by saying 
that we were facing a grave possi- 
bility of war. How short the time until 
that came true and the Japs had delivered 
their sneaky blow at Pearl Harbor! This 
shelved their government to be on a par 
with Hitler for the acme of treachery 
and deceits 

To us comes the task of assisting the 
United Nations in blasting such inhuman 
forms of warfare and governments from 
the face of the earth. For this world is a 
smaller space to live in than it was last 
year, and, due to science and ingenuity, 
the doers of the impossible, the Kaiser 
type of men, distance is rapidly becom- 
ing no barrier and the minds who breed 
this menace to our liberty must be re- 
moved from this world. 

CHECK "EMERGENCY” 
DEBASEMENT 

When I speak of our task in this war, 
I am not referring to the buying of 
bonds, the joining of civilian defense 
groups or the giving of our sons and 
daughters to the armed forces of this 
country, that 1 take for granted you are 
doing. What I have in mind is what v/e 
can do oi- strive to do in our own field of 
electrical wiring, I am not going to tell 
you of all the changes that have been 
made in the code, and which are pi-obab1y 
hut a small beginning. However, i do 
caution you to use care and not go to the 
extreme and set up a condition under 
this emergency that would make a sabo- 
teur chuckle. 

The code has allowed the weatherproof 
neutral for inside wiring — government 
engineers have gone furthei^they have 
alloTiVcd a bare neutral and a weather- 
proof lateral for knob and tube work. 
Maybe I am wrong, but if I were install- 
ing such a method I would want to know 
that God was with me and that He would 
prevent a fire or fatal accident. Y"out‘ 
moral responsibility is great, and it may 
be that the legal responsibility may rest 
on some of you. 

In connection with your legal respon- 
sibility I wish to read an article prepared 
by Leslie Childs. 


“Let us beware 

of holding dollar too close to 
our eye” 

MiK VTILITIEH UADJ.E FOR DEFEC- 

TIVE It’ / U / N G ON CUSTOM EWS 

PREMISES? A NEW JUDICIAL INTER^ 

FRET ATI ON 

By LESLIF: CHILDS 

EDITOR'S NOTE: While it is una7t}mous- 
Ig agreed by those familiar with owr industry 
that users ef electricity are personally rc- 
spovurible for wiring systertis oo their pretti- 
a recent court decree has thrown cth 
altogether different light o7i the »itbjeH. This 
decision, we feet sure, will interest uHlUy 
executives everywhere. 

Generally speaking, in the absence of a 
contraerl; to the contrary, an electric company 
that merely generates and sells electricity is 
not responsible for the condition of the wir- 
ing and appliances within a customers prem- 
ises. This is the rule followed by the weight 
of judicial authority. 

But there are exceptions to this rule, and in 
some states electric companies are held to a 
duty of seeing that a customer's wiring is in 
such condition as safely to receive current: 
and especially may this be true, following 
notice to the company of defects therein. 

Of course, cases of this kind will usually 
turn upon their particular facts and circum- 
stances, so that hard and fast rules thereon 
are difficult of statement. But, us an illustra- 
tion of Judicial reasoning on the subject and 
the possible danger to an electric company 
of a slip-up here, the following recently-de- 
cided case may lie review^ed with profit: 


STORM LfRK.YKS SERVICE LINE 

Here an electrical storm burned a wire in 
the conduit leading to a customer’s house 
which cut off the flow of current- The cus- 
tomer noticed the company of this and the 
latter sent an employee to investigate. The 
employee then: 

**Dis connected wires by pulling the end 
of the melted wire from the cable and tying 
it back so that no current could be trans- 
mitted to the house wiring system.^’ 

The customer was then told that he would 
have to get an electrician to make the neces- 
sary repairs; that after this, upon notifica- 
tion, the company would be glad to reconnect 
the service. LTnder its rules, the company, 
alone, had the right to reconnect the service 
after it had been disconnected. 

The foregoing occurred on a July 10. 

In accordance with his instructiouK, the 
customer employed an electrical contractor 
to make the necessary repairs. The latter 
sent an employee to do the work and, as 
taken from the report, the contractors em- 
ployee performefl as follows; 

"Instead of pulling new wire,s through the 
conduit, as would have been proper, {the em- 
ployee J circumvented the conduit wdth two 
lemporary wires and connected these to the 
wires of the defendant (electric company}, 
which he should not have done. Not only this. 
He crossed the wdres, w^hich resulted in ener- 
gizing the metal armor of the BX cable at- 
tached to the bottom of the floor joist.” 

Seven later, on a July IT, a child 4 

years of age. a grandchild of the customer, 
while presumably playing under the house, 
contacted the energised metal armor of the 
BX cable, which resulted in the child being 
electrocuted* 

Word of this tragedy was the first notice 
the defendant, electric company, received 
that the service at its customer'‘3 house had 
been reconnected. 

Suit for damages against the defendant, 
electric company, followed which resulted in 
a Judgment for The defeniiant ap- 

pealed, and the higher court in affirming the 
judgment reasoned, in part, as follow's: 

LANGUAGE OF THE COURT 

"A high degree of foresight is required of 
the defendant because of the cbnracter and 
behavior of electricity which it generates 
and sells, • * * The defendant’s knowledge 
of its service is supposedly superior to that 
of its customer's. It is not unreasonable, 
therefore, in view of the dangerous charac- 

i Continued on page 513 i 
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LABOR Mcuf, A/oi He 

JiiLeied Wiik IMPUNITY 


F or the fust time in the history of the 
American labtsr movement a trade 
union sued and collected in a libel 
action when Westchester Newspapers, 
Inc., owner of the Mount Vernon Daily 
Arg:us, on September 28, handed its check 
for §15,000 to Local No. B-8, of the Inter- 
NATION.^L BEOTHERHOOD OP ELECTRICAL 
VV' OFtKERS, in an out-of^comt settlement of 
a suit brougrht against the publishers two 
years ago. Announcement of the settle- 
ment was made by Harry Van Arsdale, 
Jr., business manager of the union. 

FOLLOWS UNFQUE DECISION 

The settlenicnt, which was negotiated 
by Harold Stern, general eoun.<?el to Local 
No. B-J, follows an unprecedented Court 
of Appeals decision handed down last 
November in which it was held that a 
labor union, for the purpose of bringing 
a libel action, was to be considere<l as a 
legal entity and therefore could sue for 
libel in the state of New York. 

In the past it had been the opinion of 
some coirrts that labor unions could not 
institute litigation alleging libel on the 
theory that since they were unincorpO' 
rated bodies they were not po.s.sessed of 
reputations which the courts could pro- 
tect. But in the Couii; of Appeals decision 
the law was interpreted to pc mi it a trade 
union to sue for libel. 

The cause of Local No. B-3's action was 
a syndicated column of Washington com- 
ment by James McMulIin, published in 
the Daily Argus in the summer of 1939, 
in which it was alleged that union officials 
were “feathering ^heir nesLs” from initia- 
tion fees and dues payments from out-of- 
town workers seeking employment at the 
time of the World^s Fair. 

Specifically* the Argus article re- 
counted the alleged experiences of a 
young man from North Carolina who was 
supposed to have received a well -paying 
electrician’s job and who was said to have 
paid a stiff price privately to an unnamed 
ofliciai of Local No. B-3, The alleged 
money, the . McMullin column stated, 
‘'probably never appeared on the union’s 
books. Evidently the rank and file of 
Local No. B-8 are not aware of the prac- 
tices indulgeci in by some of their 
associates.’* 

LOCAL ACTS SWIFTLY 

Upon publication of the column the 
union instigated a libel action against 
Westchester Neivspapers, Inc., McMullin, 
and the McClure Newspaper Syndicate, 
which sold the column to the Argus as a 
syndicated feature. 

After the action was brought, the de- 
fendants made a motion in the New York 
Supreme Court to dismiss the union’s ac- 
tion on the ground that libel is a personal 
action and that under the law a trade 
union, as an incorporated collection of 
individuals, could not sue. Justice Isidor 
Wasservogel, before whom the motion 
was argued, 1 ‘uled against the defendants. 
The case ’vva.s carried through the Appel- 
late Division and up to the Court of Ap- 
peals, where the union’s suit was finally 
.sustained. 


Local Union No. B-3 
collects $15,000 from news- 
paper publishing syndicated 
slander on organization 

N EWSl'Al’ER A POLOGIZES 

Today’s issue of the Mount Vernon 
Daily Argus {Monday, September 28) 
contains a statement which reads in part 
as follows: 

“The article in question was published 
as part of a syndicated feature service to 
which this newspaper had subscribed for 
a number of yeai-s prior to July 3, 1939. 
It was received by the ne%v.spapcr as part 
of .^uch service in the regular course of 
its business and w'as published in good 
faith, without any malice whatsoever 
towards the union or its otficials and in 
the full belief that the statements made 
in it were true and that any opinions ex- 
pressed in it involved matters of public 
importance, were fair and were based 
upon actual fact. 

ADMITS ClI ARGES FALSE 

“Naturally, under the circumstances, 
the Westchester Newspaper.^, Inc., at the 
time of the publication had no personal 
knowledge of the incident involving the 
young man from North Carolina. It is 
now only fair to stale that since the in- 
stitution of the foregoing suits by the 
union and its officials, the newspaper 
caused an investigation to be made which 
failed to substantiate the charge involv- 
ing the young man from North Carolina.” 

The case against the McClure News- 
paper Syndicate and McMullin, who were 


not parties to the settlement, is still 
pending in the courts. 


LIBEL 

The greater the truth, the greater the libel. 
Ascribed to I^ord Ellenborough, 
Lord Chief Justice of England 
(1750-1818); also to Lord Mans- 
field (1704-1793) 

Why are libels against individuals prose- 
cuted ? Because they have a tendency 
to provoke the party to whom they are 
sent to a breach of the peace. 
lh\d. 

f despair of any definition of libel which 
shall exclude no publications which 
ought to be suppressed, and include 
none which ought to be omitted. 

John Campbell (Baron Camp- 
bell): Argument for the defense 
in Regina vs, Tfte Times newiE- 
paper, 1838 

A man may utter with impunity that 
which he cannot publish with impunity. 
The distinction arises from the greater 
circulation, and the greater power to 
injure, of a published libel than of a 
.spoken slander. The editor of a journal, 
therefore, does not possess the same 
immunities as an editor that he pos- 
sesses as a private citizen. 

J. Fen i 111 ore Cooper: The Am erf* 
cftif Democrat, xxvi, 1838 

Everything printed or written which re- 
flects on the character of another, and 
is published without lawful justifica- 
tion or excu.se, is a libel, whatever the 
intention may have been. 

Mr. Justice Parke: Judgment in 
O’Brien vs, Clement, 1846 



Great White Way erected and maintained by electrical workers, now blacked out but stiU 

demanding maintenance. 
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ST. PATKICK^S KMISSAKY 


logs to prevent thim fr iun sin kin ' under 
us, but at hist we emerged safely into 
the pure fresh air with much the same 
feelin" av relief that prisoners might 
have if suddenly released from some 
gloomy underground dungoon inta the 
bright light av <luy. 

The whole western horizon was ablaze 
wid regal colors av scarlet an’ gold, hut 
afore we reached the river the sun had 
sunk behind a ridge av low-lyin’ hills 
the glory av the heavens had departed 
aid twilight was settiid in. The river 
presented a sombre a^uiearance. Three 
cranes, their long, thin, extended necks 
an’ legs, niakird thim look like ghostly 
apparitions av the feathered world, drove 
swiftly aid silently across the darkenin’ 
sky. From across the river came the weird 
melancholy ^ loon. Again that 

strange feeliid av unreality stole over 
me, as if the stai tlin’ occurrences av the 
day were but a <lreain, aid shortly 1 w'ud 
wake up an' hnd myself back in Con- 
nemara. Jules broke in on the spell that 
was over me, as he said while launchitd 
the canoe, “Now, aifer you is see dat 
portage, w'at she is lak, you is onner- 
stan’ w’y 1 is in beeg hurreo to get 
t’roo it afore de dark, she is set in!” 

PORTRAIT OF A FRIFST 

“We certainly do, Jules!” said Father, 
“A slip into that deep black slimy water, 
especially if one were carrying a iieavy 
pack like Terry, would not be a pleasant 
experience. In my frequent journeys in 
the wilderness, I sometimes have to 
make portages similar to this one but 
I have no fear. I just repeat this verse 

i Couluiued on page 521) 


“Wall, if you is mak’ de ins is', Meester 
Casee, mebbe Fader is mak' speech for 
you to be safe! liare is lot of beeg water 
snakes leev dere but dey is not mak* for 
stay w’en we is come along!” 

“Niver mind the snakes 1” said 1. * W hin 
they see Saint Patrick cornin’, wdd Father 
leadin’ the way, BedadsI they'll all bate 
it, for they'll all know if they don't be- 
have thimsilves they'll have to lave the 
country!” 

“All right, Meester Casee!" said Jules, 
as he shouldered the canoe an' led the 
way, followed by Father, while 1 brought 
up the rear. 

Slowly an* cautiously — like tight rope 
walkers — we teeter-toed along the slimy 
rounded surface, -*V glance at the black 
w-ater on aither side av us was not re- 
assuring, Here an* there* ahead av us, 
protrudin' heads, followed by long thin, 
sinuous shapes, rippled the w ater as they 
swam swiftly away. Jus' in front av 
Jules a big oval shape, wid a snaky 
head stick in* out from under its mottled 
surface, slipped inta the waiter an' dis- 
appeared wddout a sound. 


HEAVY FOREST CROWDED THE WATER'S EDGE 


SNAKE INFESTED 

Go' <U 


Hy SHAPIME 

hi Shappie's Chrom- 
clen of i/fc W ork WorhL 

THE niSMAL SWAMP. 

A wap fo fh e Difimal Swantp he speeih — 
I I'm path woH sore— 

Through tangled juniper, beds of reeds. 
Through oamy a fen where the serpent 
feeds, 

And man never trod before! 

— Moore. 

B efore us lay pools av black slimy 
water, heavy wid the smell av rotten 
vegetation, an' so over-shadowed wid 
tall, moss-encrusted trees, that the light 
penetrated but dimly through. 

Across these pools fallen tree trunks 
—some av thim almost submerged in the 
stagnant water — olTered a slippery loot- 
ing. 

Jules said, “Di.s is de place %v'at I is 
in beeg hunce for to cross afore she is 
get dark, for de water, >she is varree deep 
in some place, an* if you is mak’ de 
upset wit' load on your back, mebbe you 
is not mak* for to come up again! i t’ink 
mebbe 1 is better tak' de beeg pack eber, 
den come back an' we is all cross ober 
togedder!” 

“I’m the one to carry the big pack/’ 
said Father, “Pm used to this kind of 
trail!” 

“The big pack is mine!” I said. “Lead 
on McDulH” 


A memorable day 
in the long journey through 
the wilderness 

“That was a snapping turtle— a very 
large one!” salt! Father, in low tones. 
So prufoiiml was the .spoil that our weird 
gloomy su mm rulings cast over us— as if 
Kome groat calamity wa.s impendin’ — 
that unconsdtmsly, we only spoke in 
whispers. What wid the water alive wid 
snakes, an' big shells, wid snaky heads 
peerin’ out from under thim, as they 
disappeared, I wuddn’t have been much 
s'prised if the long jagged snout av an 
alligator, or ither giant reptile, hadn't 
suddenly popped up an' swum straight 
at me wid wide open jaws! 

ui:.\izi:xs uf hog 

The trail through the swamp must have 
been fully a mile long, an’ though we 
saw manny more snakes, turtles an' 
small animals that Father called musk- 
rats, they all swam away from us. In 
some places we raced hurriedly along 
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Wc have been confronted with a new problem which we feel 
must be called to the attention of all officers and members of local 
unions having jurisdiction over the inside branch of the trade, as 
well as officers of local unions having jurisdiction over the outside 
branch of the trade. 

It has happened a number of times that agreements for the 
performance of electrical work liavc been forwarded to this office 
where such have been negotiated on behalf of local unions with 
contracting employers whose headquarters are not located within 
the territorial jurisdiction of the local union. 

The agreements do not always state where the employers' head- 
quarters are and the result is that we find in many of such instances 
a local union having agreed to furnish an employer with men while 
at the same time the employer may be operating non-union in some 
other locality. 

This has caused a considerable amount of controversy. There- 
fore, we find it necessary to advise all local unions and representa- 
tives of the international staff that it is the established policy of this 
office to require that when negotiating an agreement with a con- 
tracting employer every effort must be made to find out why the 
employer has not negotiated an agreement with the local union 
having territorial jurisdiction over the area in which the employer’s 
place of business is established and also make every effort to cause 
him to negotiate an agreement with the local union in whose juris- 
diction his place of business is located. 



International President. 
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RESEARCH RECORDS Picture 
'UoAi ACTIVITY 


N ineteen hundred and forty “Cme 
brought to America the great con- 
struction phase of our war prepara- 
tions, Army camps, airplane factories 
and munitions plants mushroomed up at 
incredible speed all over the map. War 
industries burst their confines again and 
again. Housing projects for defense 
workers, air fields and cantonments 
sprang into existence. Shipways, long 
idle, hummed again. 

America was building. Long before the 
crashing blow at Pearl Harbor we were 
building to aid our allies and to protect 
our shores. 

New construction soared in the United 
States from seven biilion dollars to 11 
billion during the course of that year. 

PHENOMENAL INCREASE 

Ail of this bustling adds up into a sin- 
gle picture of work for the common maTi. 
As the lend-lease program and our mighty 
military machine s%vung into action war- 
time undertakings took up the slack in 


Entire Brotherhood 
\\ as 94 per cent employed in 
1941. Trends revealed 

employment left as a heritage from for- 
mer years. 

Nowhere is the trend toward renewed 
employment more clearly indicatetl than 
in the work records kept from week to 
week and from month to month by thou- 
sands of our own I. B. E, \\\ members. 
When all added up and finally counted to- 
gether, our members^ w’ork records for 
1941 sho%ved the highest degree of em- 
ployment since our organization started 
in a pioneer movement to keep actual, 
on-the-job statistics in the drear depres- 
sion days of 1931, For last year union 
electrical workers in all branches of our 
trade, including building trades, public 
utilities, electrical manufacturing, tele- 
phone, radio, maritime and allied indus- 
tries, averaged 1,951 man-hours, or close 


to full-time employment for each mem- 
ber. 

This was a gain of 18,6 per cent over 
our 1,645 man-hours per member average 
in 1940, It amounted to more than two 
and one-half times our job opportunities 
in the low year of 1932. 

On the basis of 52 weeks^ \vork of 40 
hours each, or 2,080 man-hours per mem- 
ber as representing full-time yearly em- 
ployment, the I. B. E. W. membership 
averaged 94 per cent of full employment 
in 1941 as against 71 per cent a year 
earlier. 

in GE GAIN IN BUILDING 

How much this pickup was due to the 
war- instigated expansion of building ac- 
tivities may be seen when w-e point out 
that among our organization's strictly 
construction or “inside” locals employ- 
ment rose 27 per cent, or from 1,496 man- 
houi's’ work per member in 1940 to 1,901 
in I94L In terms of eight-hour clays this 
means a gain from 187 days^ employment 
for the indivkiual in 1940 to 238 days in 
*41. 

Probably no other branch of our trade 
exhibited such striking strides last year. 
Yet the picture for the I. B. E. W. as a 
w’hole showed an over-all rise from 206 
to 244 days of annual employment per 
member during this period. Expressed in 
weekly equivalents, this was the differ- 
ence between 41 full 40-hour weeks* work 
in 1940 and nearly 49 weeks* work in 
194L 

In contrast with the 27 per cent em- 
ployment gain of our members in the 
building trades, our members engaged in 
the electric power and light industry re- 
ported a scarcely significant increase of 
only six hours per man in 1941 over their 
2,024 man-hour average for the previous 
12-month period. But 1941 employment in 
the electric utility field %vas, neverthe- 
less, 19 per cent greater than in 1939 and 
was dose to our 2,080 man-hour full- 
time capacity. 

The history of I. B. E. W. employment 
since 1931 reflects the experience of aver- 
age .American w'orkers. Through the 
shifting scenes from near idleness to near 
full capacity employment with maybe 
occasional periods of overtime, and fac- 
ing now towaixl utmost productive en- 
deavor, I. B. E. W. records faithfully mir- 
ror the story, 

TABLE 1 


Averaire Number of Man-Hours Worked 
Per Member 



Ali 


Elect rit 


Reporting 

Inside 

Utiiitif 


Locals 

Locals 

Locals 

1931 

931.3 

SS7.4 

2,002.5 

1932 

738.2 

603.5 

1,504.7 

1933 

822.1 

515.4 

1,700.9 

1934 

067.7 

680.2 

1,723.7 

1935 

1,240.8 

907.7 

1,855.9 

1936 

1,493.0 

1,299.3 

1,973.1 

1937 

1,658,3 

1,505,6 

1,914.0 

1938 

1,466,7 

1,272,6 

1,709,3 

1939 

1,458.5 

1,318,2 

1.708.7 

1940 - 

1.645.4 

1.496.4 

2,024.,3 

1941 

1,DS1,2 

1,901,0 

2,030.7 
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EMPLOYMENT OF I.B.E.W. MEMBERS 

MAN-HOURS Of WORK PER MEMBER 



TAIJLE n 


Average Number of Days^ 

Work 

Per Member, 




taereuse 

.All reporting Ifteals 

244 

206 

19 per cent 

Itisirie locals 

2as 

1ST 

27 per cent 

Electrical utility lo- 




cals 

254 

253 



’'^Less than one-half of one per cent. 

Translating the data of Table I on 
man-hours per member into terms of full- 
time employment we note that construc- 
tion electricians, as represonted by our 
‘Inside wiremen'^ localSj experienced 72 
per cent of full time work in UMO and 91 
per cent in 1941. This is a far cry from 
their tlepression low of only 25 per cent 
of full employment in 19i3B. 

MOST STEADY KMIM.OYMENT 

Our members in the electric utility in- 
dustry as represented in locals classified 
as ‘‘linemen,” “electric light and power,” 
“outside,” “powerhouse” and “utility” 
units, averaged 97.3 per cent of full em- 
ployment in 1940 and 97.6 per cent in 
194L More steadily employed than build- 
ing tradesmen, by the nature of their 
industry, their lowest year, 1932, saw 
them 72 per cent employed. 

TABLE m 


Average Percentage of Full Employment 
L B, E, W. Members 





RJflctnr. 



huifie 

Utility 


f^oeaU 

Locfrls 

LorfiU 

1931 

44.8 

42.7 

96.3 

1932 

35.5 

29.0 

72.3 

1933 

39,5 

24.8 

Rl.R 

1934 

46.5 

32.7 

82.9 

1935 

59.7 

43.6 

89.2 

1936 

71.8 

62.5 

94.9 

1937 

79.7 

72,4 

92.0 

19.38 . 

7(i.5 

61,2 

82.2 

19SD 

70.1 

ti3.4 

82.1 

1940 

79.1 

71.9 

97.3 

1941 

93.8 

91.4 

97.6 


The year 1941 was a memorable one 
for our workers from another stand- 
point — namely* from the constant shift- 
ing of workers from place to place, L B. 
E* W. members probably saw more trav- 
eling, and on shorter notice, last year 
than at any time since the previous world 
war. 

THE NEW BOOMERS 

Here a hurry-up call w-ould go out from 
one business manager to other locals for 
electricians to man a gigantic construc- 
tion job, or to supply vital electrical 
niLuntenance work in war industries, or 
perform essential defense work at distant 
points; and over there electricians w'ould 
be dispatched by ones or by scores, as 
needed, in answer to the calls. Many of 
our members spent a major pai'tion of the 
year on the march, being routed f i nm 
one job to another in a different locality 
as rapidly as work ivas completed. The 
T, B. E. W. stood on the job ready to 
shunt skill eel men to whatever spot re- 
quested. 

These transitoiy mo vein outs of T, B. 
E. W. members were indicated in local 
annual employment reports to the Re- 
search Department in numerous ways, 
A local in a vital defense area, for in- 
stance, would report its actual inembfi- 
ship for each month in the proper spaces 
at the top of the yearly report blank. But 
at the same time, when it came to record- 
ing total man-hours of employment and 
the number of persons who performed 
that work for the month, it would report 
a number of workers on the job and a 
degree of employment far beyond reason 
for its own membership over a period of 
sevpral months or for the entire year. 

A local in a non-defense area, on the 
other hand, might report employment 


records for only 40 out of 50 active mem- 
bers, hut signal that its other members 
were employed at the trade elsewhere by 
writing the word “none” in the spaces on 
the blank for recording the number of 
unemployed each month. 

EXTRA INFORMATION 
APRRECTATED 

Other locals fiequently indicated in 
explanatory footnotes that the report did 
not include the work of a given numbei' 
of members for such and such periods 
since they had been out working in other 
localities and had turned their time cards 
in to the locals having jurisdiction there. 
The Research Department would take 
such facts into appropriate consideration 
ill compiling our 1. B, E. W. averages. 

The rNTERNATiONAL OFFICE greatly ap- 
[neciates such cues as these as to the 
movement of our members throughout 
the year, especially in a time of great 
emergency such as this. We always wel- 
come any extra information from our lo- 
cals to assist us in interpreting their an- 
nual work reports, 

QcLaber saw' the peak of employment 
for electrical workers last year. In that 
month our members as a whole averaged 
175.5 hours of work apiece, or nearly 22 
full, eight-hour working days, Deeeinbeu' 
ran a dose second wdth 172,4 man-hours 
per member. The shortest month, Febru- 
^oiToved us but 154.8 hours or 19 
working days, suggesting a widespread 
obseTwation of the five-day week and one 
national holiday. 

OVERTIME REPORTS 

Many of our members* particularly 
those in vital defense areas, put in con- 
siderable periods of overtime last year. 

(Continued on page 518) 
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What Is A good deal has been said about sacrilicc 
Sacrilice? in wui’time. No one doubts that the young 
man who interrupts his normal activities 
and goes to the firing line, at risk of his life, is making 
sacrifice for his country. No one doubts that the 
mother who .sends her .son to fight is making sacrifice. 
But what about the millions who stay at home and are 
protected by the sacrifices of the others? Buying War 
Bonds is not a sacrifice, but an investment. The in- 
creased irritations and inconvenieiice.s. the lack of 
tires, the rationing of sugar, meats and other e.ssen- 
tials are indeed irritations and inconveniences, but 
they can hardly be clas.sed as sacrifices. Nor can the 
many other readju.stments necessary to adaptation 
to wartime needs. In fact, it might well be argued that 
there are adjustments productive of national good, in- 
a.smuch as they teach an individualistic people some- 
thing of the value and exhilaration of cooperation. 

The economic machine is being pushed at a terrific 
rate. National income has leaped from 70 to tl5 bil- 
lion dollars a year. Proof of the validity of national 
planning, and public works on a large scale, is being 
made. It is likely that Americans will learn a new way 
to handle national economy which will be productive 
of good to the whole people. 

New [H’oducts are being di.scovered and invented. A 
great new science of synthetic materials move.s ra]»idly 
forward. In fact, a new world of industry is being 
made in wartime. We make progre.ss. 

True, there is more uncertainty in the world. It is 
true there is anxiety and tears. But there is also a 
great opportunity, a magnificent opportunity to capi- 
talize the crisis for greater progress. 

Labor, we believe, understands this opportunity for 
progress, because working people are used to irrita- 
tions, inconveniences and new adaptations. The picture 
is not all dark. We can be standing on the rim of a 
great new era. • 


Pressures. For those Americans devoted to de- 

Right and Wrong mocracy with their intellects, as 
well as with their hearts, the recent 
spectacle of apparent irresponsibility of the House of 
Representatives toward the control of inflation has 


been exceedingly painful. Yet the fault is not entirely 
that of the Congress. And it is imporUuit that this 
truth be realized, lest our faith is weakened in a basic 
instrument of democracy. Nor is it sufficient to let the 
matter drop with the mere observation that the repre- 
sentatives of the American people were subject to a 
|)ressure group. For the members of the pressure 
group, too, were American. ,-\re we, then, t<* conclude 
that the American farmers are more selfi.sh and less 
patriotic than other Americans? That is what our 
fascist enemies would like us to do. Such a conclusion 
would be detrimental to national unity as w'ell as 
being false. 

American farmers are not lacking in patriotism. 
They and their sons and brothers — -as well as union 
members and theu- sons and brothers — form a sub- 
stantial part of the nation’s armed forces. We lielieve 
that the American Farm Bureau Federation does not 
truly represent the American farmer. We believe, fur- 
thermore, that to the extent that .some bona fide farm- 
ers do support the “Farm Bureau line,” they have 
been misled, deliberately or otherwi.se. In being misled 
they have suffered in common with many other Amer- 
icans who hold the mi.staken opinion that the increas- 
ing cost of living is directly a result of increa.ses in in- 
dustrial wage.s. Among the facts they do not know is 
that the cost of living increased long before wage.s 
increased; and that accelerated industrial production 
results in a decrease in the unit cost of labor. 

It is the obligation of responsible citizens of a de- 
mocracy to supplement their good intentions with 
sound thinking. It i.s a part of the special obligation of 
organized labor in a democracy to inform the Ameri- 
can people of such facts as those mentioned here. 
When these obligations have been fulfilled we shall 
have a right to expect more intelligent conduct from 
our representatives in Congress. 


Kleclrical Industry A threat of a power shortage 
Paramount calls attention anew to the i)asic 

importance of the electrical in- 
dustry, The expected need is: 1942, 249 billion kilowatt 
hours; 194.S, 285 billion kilowatt hours; 1944, ,305 bil- 
lion: 1945, 326 billion. 

This is a gigantic task, and it probably will entail 
(1) building new generating stations; (2) a certain 
kind of rationing, that is, elimination of less essential 
con.su mptioii. and the staggering of u,se away from 
peak loads. It involves conserv'ation of manpower in 
the electrical industry, and the wise induction of 
older men back into and apprentice.s directly into the 
industry. 

If electric power fails, production lags, and falls 
shoi-t of goals. The crLsis presents a great oiiportunity 
for the industry. It is unfortunate that the industry is 
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divided, backward, when it come.s to imiustriul plan- 
ning, old-fashioned when it comes to cooperation, often 
directed by furtive councils, and inadequate* 


What Price Standard Americans know they have a 
of IJviiig? high standard of living. For 

rank and tile ii is still the high- 
est in Ihe world. To most Americans, the American 
way of life means just that: the right to earn a good 
living and to advance, without bar of caste or class, 
to a higher economic level. This, of course, means 
more than economics or materialism. It means a 
chance for self-development for man, w^oman and 
child; leisiu^e, education and recreation. 

What is it, then, that makes citizens of other nat i(ms 
willing to die on battlefmnts for their country? One 
may answer — loot, plunder, glory, self-exultation. 
Perhaps it is a search, by robbery, for a higher stand- 
ard of living. 

The issue, of course, is plain. Will Americans give 
their all as wdllingly as citizen-sokliers who have 
much less? The nazis say Americans have 

proved already that they will 


Above the liarold Butler, new British minister of 
Physical information to the United States, has al- 
ready done distinguished service in the 
international held. As director of the International 
Labor Organization, he is well known to hundreds of 
American labor leaders and regarded highly. Alreaily 
he has manifested, in the few months he has been in 
the United States, a profound knowledge of American 
psychology, and has done much to imdercut enemy 
propaganda designed to divide America from the 
British Commonw’ealth. Butler’s methods are noi 
conventional. He does not try to sneak the British 
point of view- into public print. He understands Ameri- 
cans. He know.s they like directness and frankness. He 
knows they like fair play and appreciate moral values. 
Butler has said: ‘This global struggle is, in the ias^ 
analysis, a struggle between the moral and physical. 
The moral should triumph. If w’e cannot make it tri- 
umph; if we cannot make the necessary sacrifices to 
make the mt>ral triumph : if w-e will not tight to make 
it triumijh. we tleserve to go down to defeat.” 


An Industrialist William S. Xewelb president of the 
Speaks Bath Iron Works, Bath, Maine, 

has issued a remarkable statement 
to his employees on the union shop. Mr. Newell says: 
‘T have \va idled and studied this question, its princi- 
ples and its operation dnrijig the past few years, and 
1 am now fully of the opinion that properly operated 
by both employees and management it can be the 
finest tiling for .so-called ‘labor’ and ‘capitaT who 


combined have the work to perform. No single group 
ever does it. Successful work is the product of perfect 
cooperation and such, in my opinion, can never reach 
the degree of attainment that a strong, 100 per cent 
organization of employees, called a union, brother- 
hood or what you will, as representative of the em- 
ployed group, their so-called bargaining agency, makes 
possilde. In the [m.sl men have been forced to bind 
themselves together on account of seJlish, exploit ing 
tactics of some employers (not all) and they were 
also forced by the arbitrary, unyielding and ruthless 
attitude of such employers to use high-handed meth- 
ods themselves to enforce in some ca.se.s their justifi- 
able requests, and in some cases their unjustifiable 
demand.s, largely in retaliation, and to get even with 
such emtdoyers. 1 can bring many such instances to 
mind, thus trade unions have, in the eyes td' the 
public, been looked upon as being bad actors, al.so. 

‘T believe that all these clashes betiveen the em- 
ployer and the employed can be eliminated by the 
union shop, properly run, and that it Is in the best 
interests of everyone connected with an enteiiirise- — 
stockholders, management, employees, anti the gen- 
eral i>ublic — that such be the prficedure.” 


Union Everywhere throughout the Unit- 

Acconipli.shmenls ed States local unions of the IN- 
TERNATIONAL BEOTHERnOOD OF 
Electrical Workers are making brilliant records in 
production. Local Union 558, Sheffield, Ala., has re- 
eeivefl a letter of commendation from the Reynolds 
Metals (knnpany. This letter says: 

“On February 3 work was started on the large elec- 
trical iiLstallation of ignitron rectifiers and heavy D. C. 
bus work at Lister hi 11, Ala., in connection with an ex- 
pansion of existing aluminum-producing units. On 
Saturday, July 18, power was turned on the last of the 
three lai*ge electrolytic ceil rooms and an annual pro- 
ductive capacity of 0,000 war planfr w^as added to the 
national w^ar program. 

“This remarkable installation record, which in- 
cludes over 60,000 KW of rectifiers, transformers, 
switchgear, and extensive cable runs as well as ap- 
proximately 2,500,000 pounds of heavy ten-inch by 
one-half-inch copper bus wTO^k, was made by meaiber:^ 
of Local 55 tS working under the capable supervision of 
Mr. I wo Kiny of the King Electrical Covipairy. The 
established time of five and a half months for all 
three aluminum-producing units represents a sariuf/ 
of (wo fidl monikH from the estimated schedule of 
seven and a half months. This e.rfra tiro months of 
aluminum production is equivalent to a direct contri- 
bution of 000 war planes by the electrical frorkcrs of 
Local 55^ to the war effort! The best known record 
made by the Germans prior to the war in starting a 
comparable aluminum reduction unit is 11 months. 

“An exceptional record was also made on the instal- 
lation of heavy copper bus w'ork.” 



SKIPHNC THROUGH THE SCARCITIES KEEPS CONSUMER ON TOES 

ny A WOilKEK^S WIFE 


Sea re iti cs ! I n r ic h , a bu ndan t A m erica ! 
Yes* we were warned months ago we 
would have them. At first it was only 
sugar. Then* fur us in the East, gasoline. 
Am! now it seems they are poking their 
ugly heads out everywhere we look. 

'*No baeon today* lady! No beefsteak. 
We don’t have any more canned salmon. 
Tuna fish? Ha* Ha! No raisins till the 
new pack comes in. Coffee ? We’re sold 
out of your brand. What you see there 
is all that’s left. There won’t be any 
more canned dog food.*’ 

Tires for the car? Oh* my! Where 
have you been? Radios? A new electric 
fan?' Silk hose? Well* this list could 
be ctm tinned for some time, but why 
bother? We all know we are producing 
for war* and that we have an army to feed, 
and that many materials formerly im- 
ported, such as tin and rubber, are cut 
off. So why moan? 

The pioneer got along with far Ic.ss 
than you will ever have to do. Tie was 
thrifty* hatuly and tough. He gloried in 
overcoming difiiculties. This should be 
the spirit iif the war-Litne housewife. In 
this spirit we are passing on some new 
household hints* gleaned from many 
sources. 

Fuel saving: Oil rationing seems a cer- 
tainty on the Eastern seaboard. No 
matter where you live* you should be eco- 
nomical with fuel this winter. Here are 
tips on lunv to get more heat from each 
unit of fuel burned i Have your heating 
equipment, chimneys, etc., put in first 
class comliUon. Insulate the top finor 
ceiling and outside walls if you can af- 
ford it. Close all unused vents and fire- 
places. Shut off unused rooms and don’t 
heat them. Turn the thermostat down and 
pile the blankets on at night 

Meal siibsli lutes: In considering meat 
substitutes you must try to fiiui something 
which will be a true substitute for meat 
in the diet. Meat is vakiablo for its 
readily-assimilnble proteins, its B vita- 
mins and its satisfying quality which 
gives a feeling of energy and well-being. 

For the same efficient protein that is 
contained in meats, substitute eggs* milk, 
cheese* poultry, fish and shell -fish. Pro- 
tein also is contained in such vegetables 
as peas, heuns, and particularly soybeans; 
nutvS, peanuts and grains* particularly 
wlmle giainR. Use these in abundance 
anti variety because it takes more of them 
to etiual the more concentrated protein 
of meat. 

The vitamins — don’t neglect whole 
grain or enriched products, green vege- 
tables, potatoes* fruits for rtiacin. If you 
use plenty of these and also the protein 


substitutes listed above you will also be 
receiving appreciable amounts of thui-^ 
mine and rihofUiviti, two other vitamins in 
the B complex. 

Think what Dani Boone would have 
done if ho hadtTt killed that b'ar, and use 
yoiij- culinary talent to the utmost. 

Sugar rnlioning; If you find sugar ra- 
tioning cramps your style, write to the 
Consumer Division* Ofike of Price .Ad- 
ministration* Washington, D, C., for a free 
copy of ’‘Recipes to Mutch Your Sugar 
Ration.” This handy little booklet will 
show' you how to make a great variety 
of desserts, including fruit cobbler, pud- 
dings, ice cream* mousse, custards* cakes, 
cookies and pies without using any sugar, 
and you will generany find the flavor 
much better wdth the honey* sorghum, 
cane, com or maple .syi'up you substitute. 

Salvage: A good item for salvage is old 
keys. Old keys, particularly the flat 
variety, contain upproximately 80 per 
cent of nickel silver, badly needed for war 
production. In the building where you 
work, or in a prominent location in your 
community, place a box for old keys with 
the slogan, ‘*KEYS TO VICTORY ” with 
a catchy couplet such as, "In this box drop 
your old keys, and batter Hitler to his 
knee.s." You will gamer in a gooil har- 
ve-st. 

Don’t throw away those cherished me- 
mentoes, the old silk stockings. Get them 
together because there will probably be 
i\ special campaign to turn them in so that 
the Navy can have them for powder bags. 
Rayon and iiylun will not stand up for this 
purpose. It’s poetic justice to bat the Jap 
with our old silk when he is firing our old 
scrap metal at us. 

Tct fiHid : If you don’t have enough table 
sera|)s to feed Towser or Kitty* buy some 
fre.<?h hog liver or hog kidneys at the 
butcher’s. Boil for 16 or 20 minutes. Put 
the moat through your Bind clioppvr and 
mix it, together with the broth in the 
kettle, with dry bmui scraps, left-over 
vegetables* cereal, or dry dog food to take 
up the juice. .Milk may be included. This 
will make a very healthful ration for 
your pet. It will keep for several days 
in the refrigei^utor. Quite economical, too. 

\ieat utilizalion: To get the most for 
your expenditure in meat and poultry, 
semi for two new bulletins issued by the 
II. S. Department of Agriculture. One 
is *‘Meat for Thrifty Meals” — farmers’ 
bulletin No, 1908. One recipe from this 
bulletin is given on the opposite page. 
You may obtain this by writing to the 
Superintendent of Documents, Washing- 
ton, I). C.* and enclosing 10 cents. The 
other, "Foul try Cooking.” is faimiers’ bid- 


letin No. 1R88 of the U. S. Department of 
Agriculture and may also be obtained 
from the Superintendent of Documents 
for 10 cents. Both of these publications 
are splendidly prepared and illustrated. 

You will find out not only how to choose 
various cuts of meat to advantage, but 
also how to prepare them in a great va- 
riety of ways; how to use left-overs: and 
— this is very important — how to cook so 
that your meat will be tender and well 
done with the minimum of shrinkage, 

Ilow lo buy cheese: For best advantage, 
buy cheese in bulk. Best buy: American 
Cheddar, sliced and sold by the pound. 
This may be Eolccted in various tiegrees 
of mild or sharp flavor. Fancy packages, 
glass jars, etc. adtl to the cost. Cream 
cheese cut from the loaf is cheaper than 
in the package. In buying pot cheese, 
(or cottage cheese) it is more economical 
to buy the dry curds and add your own 
cream. 

New products: The Co-op grocery stores 
do a fine job of pioneering new products. 
Their interest is closely geared to that of 
the consumei-* ixiid in these trying times 
it will pay you to get acquainted with the 
Co-op. Among the products which 1 find 
at the Co-op and NOWHERE ELSE are: 
Dry skim milk* which may be mixed and 
used the same as fresh milk. When a 
small amount of butler is added it h equal 
to %vhole milk in nutritive values, and the 
cost is less than half. 

Trisodium phosphate (TSP) sold in 
packages under its own name, a water- 
softener, paint-cleaner, brush cleaner par 
excellence, which will save your soap 
flakes and your elbow-grease. 

Wheat germ: a splendid source of vita- 
mins, particularly Bi and E* the latter 
found only in the germ portion of grains. 
While you may buy this at health-food 
stores you’ll find the best price at the 
Co-op, 

Tenderized soybeans. Quick-cooking, 
and do not retjuire soaking- An easy way 
to get acquiihUed with this goorl soui'ce 
of protein. 

Investments: The silk-shirt spending 
spree that %s*ar workers were supposed to 
have put on in the last world war is not 
the rule this time. If it ever actually was. 
The worker who scrimped and starved and 
ran into debt during the depression is 
putting his spare cash into bonds* Sta- 
tistics show that working people are in- 
creasing their savings, rather than their 
expenditure. If there’s a crash to come, it 
won^t catch us napping. And bonds make 
bombs, you know. It’s the best possible 
investment, buying a share in a future 
free America. 
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WOMAN'S AlIMUAUY, L. U. NO. 
n-;}0(, HI TC’IILNSON, liANS. 
Editor: 

I iim tm article written by one of 

the members of our auxiliary which we would 
like to have published in the Journal* We 
read the Journal and enjoy the women's 
corner very much. 

The auxiliiiry to Local ^04- B 
Are active and willing: like women should be^ 
We accomplish the business that w'e under- 
take* 

And all of it*s for the unionfs sake. 

Cecile Hamer as a leader is swell, 
tlur *"vice,'' Edna Chidester, couhi do as well, 
And Dorothy Mace is the one who can >vrite. 
All except this time, and it*a not for spite, 
Dot keeps our Ijooks and our money, too, 
While Vera ITaskard has all she can ilo, 

She takes our notes to press and all thnt^ 
And to all these girls w^e take off our hat. 

We meet twice a month at the homes or the 
hall, 

.Attendance will pick up, now that it*s fall* 
Vacations arc over and well get down to 
wmrk. 

Duties in buying union products* wc never 
shirk. 

Our meetings are business, and then the fun. 
We all enjoy them — all twenty-onct 
We hope to have more by the end of the year, 
And that will be true, so never fear. 

Our meetings start ivith a prayer of ilevotion, 
A new one conflucts it each time, from nota- 
tioTi* 

Our hag is saluted and our pledge is repeated. 
We feel this an honor when it U completed. 
.An honor bestowed upon those of our land — 
That'S why we feel w'e should lend a hand. 

To those less fortunate, but are alwziys giving. 
For alt of our memhers work hard for n living* 
We answer roll call with a current event. 

If you “no onswerj^ it costs you a cent. 

It raises each time till the price is a dime, 
Voull answer “rtdl call" before it*s that time. 
The money like that is our flower fund, 

We remember the sick but deaths we*v^ had 
none, 

A few of our mcmbctH have gone to defense. 
But their names stay on, so they pay in 
advance. 

Two members attend the Label League in 
turn, 

To bring back new products which they have 
learned 

That are union made or considered fair, 

With their notes ami ours we always compare. 
We have big parties, twice a year, 

With all the kiddies and how they cheer J 
A iiallowe^en party — we seldom get thinner. 
Prices for contests that go to the wdnner. 

A Thanksgiving feed that*s really a dilly, 

We eat like pigs and act just as silly. 

Mystery Pul presents, three times we sneak 
in, 

Tt makes you m happy to see them nil grin, 
^rhis iionKcnse was written as |j|niincd to 
be fa re, 

Now^ to cope with San Diego, w'e hope theyVe 
not sore. 

We read all of ihelrs and relished their fun. 
Was so much like us- to the very last one. 
May other auxiliaries please follow' our 
tracks. 

Tell us of their meetings and all the facts, 

We are anxious to read from the other stale.s. 
From their write-ups in the Jot^RNAL, we see 
how “ours" rates. 



Couriesp National Association Serufee, 


GLAMORIZE THE VEGETABLES 

lly SAi*L\' Lt-NN 


One way to economize on meat 
is to Keivre with it a variety of 
attractive vegetables. Also youTl 
fiiiil that the meat loaf recipe given 
will give you lots of good oaling 
for u small expenditure. Big baked 
potatoes, put in the oven along with 
the meat loaf, will make this a very 
satisfying dinner for a crisp fall 
day. 

Onion Cups wilh Peas 

Blanch large sweet Spanish onions 
in boiling xvater. dip in cold water, 
then slip off the outer layer of skin. 
Parboil in salted water until almost 
tender. Kemove the centers of the 
onions and dll siiace with canned 
lieas, top with a bit of butter, place 
in baking dish and bake at 35(1* until 
onions are tender. The onion centers 
you have removed may be stored 
in the refrigerntor for “next day” 
use. 

Colorful strips of buttered carrot 
are used to garnish the platter be- 
t\veen the onion cups* 

.Meat Loaf 

(A recipe from the new “Meat for 
Thrifty Meals” farmers* bulletin No. 
UK18 of the S. Department of 
Agriculture.) 

2 lbs. groujid ravv lean meat 

‘4 lb* suet or mild salt pork 
2 or 3 stalks celery ^ cbopped 
Sprig of parsley, cut fine 
1 small onion, chopped 
4 tablespoons Hour 
1 Lj cups milk 

1 cup soft bread cnimbs 
1 teaspoon salt 
Dash of pepper 


For a meat loaf select one kind 
of meat or a mixture of two or more 
kinds. Cut the .suet or salt pork into 
small pieces, arifl fry until crisp. Cook 
the celery, parsley and onion in the 
fat for a ftwv minutes. Stir in the 
flour and gradually add the milk, 
stirring constantly and cooking until 
thickened. Combine all the ingredi- 
ents and mix well with your hamls. 
The mixture will be sticky. 

The two w'ays to bake a meat loaf 
ai-e: (1) Mold the loaf on a jnece of 
tough paper with the hands. Place 
the meat and paper on a rack in an 
uncovered shalloiv roasting pan, and 
bake in a moderate oven (35(1“ F.>. 
Do not add water. (2) Pack the mix- 
ture into a grtfased pan and bake 
like a loaf of bread in a moderately 
hot oven (375 -400“ F.), Either way, 
bake a meat loaf well done to the 
center, particularly if there is any 
pork in the loaf. Allow about 1% 
hours for a loaf made of the above 
ingredients. Serve meat loaf hot or 
cold. 

Tiimato Gravy 

Pour the drippings from the roast' 
ing pan out into a bowl. Skim off the 
fat that rises to the top and return 
to the pan* Blend thoroughly an 
e(iual quantity of flour with the fat. 
For each 1 Vs to 2 tablespoons each 
of flour and fat, you may use 1 cup 
of liquid. Set the pan over low- heat 
and add the liquid gradually with 
constant stirring. The liquid should 
be cool or lukew'arm w'hen added* For 
tomato grav>q use tomato juice* or 
part tomato juice with the meat juice 
you have poured o^ from the meat 
loaf. 


DoROTfiv Pace, 

S 6C re ta ry-T ren ru re r. 
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h. U, NfX IM, ST* l.niTS, IVIO, 

Editor; 

»SL Louis h very pmml of their ("ardiiialii* 
for they have worked hiirtl to g^et that pen- 
nant. Several people I met from the East last 
week thought the ball leant out here wore 
Indian suites to play bait. Have just checked 
the team and Und that they were UNION 
suits* 

This is the morning of the first game, and 
after a visit to the ranlinal park and its 
surroundings, find that the same fellow^ is 
first in line, having been there for one ■week. 
Three days ago the line hud and this 
morning there were 7*S4lP/i, the half being a 
kill abuuL fivu years old dressed in a Curdituil 
uniform. There was a steady flow' of fans 
from automobiles, busses, street cars, and 
walking. The sight looked like one of our 
defense plants before starting work. With a 
5H-degree temperature and the promise of 
good -base ball warmth w'e are confident the 
St- Louis team will win ihe first gamep and 
if this is true the pennant should wave over 
the town of Local No. IM, 

We have the youngest World Series team 
that has ever started for the series. They 
need the confidence of the first game^ We 
hope for the best andn regardless, the better 
team wdll win. 

M. A. ‘*Mohhy" NtnvMAN, 

The Lover of ‘"Ltuht** ITorA:, 

Tress Secretary. 


L* L. .NO, NEW YOlUi, N. Y, 

Eiiitor: 

Please publish the fullowing contribution 
from Brother Frederick Eich, an ofheer of 
our educational committee. 

Oil June 19U9, a scim-ilous item was 
]>u}dished in a newapaper known ns The 
Daily Argus, of Mt. Vernon, N. Y., in which 
reference was made to Local Dnion No. B-3^s 
alleged activities at the World’s Fair held in 
New York City at that time. The published 
item specificaily recounted nn alleged expe- 
rience of a youngster from North Carolina, 
just out of college with only umuLeur experi* 
once, joining the electriciil workers’ union 
for a "stiff price," as a result of ^vhich he 
received u very prutUnbU* elect ri dan’s job 
during the World’s Fair. A Mo appearing in 
the Item was that the union officials are 
feathering their nests from inttiation fees 
and dues payments. 

After the said item uppenred, various mem- 
Uvih of Local 3 wrote to The Daily Argus, 
objecting to these .statements in the item, 
claiming that they were untrue. The Daily 
Argu,^. upon receipt of these letters, trans- 
mitted them to the McClure Newspaper Syn- 
dicate, Ine.. from which it hufl purchase<l the 
item as a syndicate feature. 

t}n July ‘A, 1931), The Daily Argus pub- 
lished an item referring to the same subject 
matter, in the by-line column of James Mc- 
Mullin, wherein he insisted the aeeusations 
miide in his previous ilem were true, in an- 
swer bo the written challenges of the mem- 
hers of Local 3. Hla Hem further stated the 
"stiff price*' was paid privately to an officer 
of Local 3 and probably never appeared in 
the uuion*s books- that evidently the rank 
and file memberE of [.oca I 3 are not aware 


tif the activities indulged in by some of their 
aHSociiites. 

in the meantime, Harry Van Arsduic, Jr., 
IjusiiicHri nuiuager of Local 3, WTote to both 
The Daily Argus and the McClure New.«paper 
Syndiciile, Inc., objecting to the Items, and 
insisted that the items he retracted. Because 
he challenged the veracity of the slntements 
made in the items, as there was no cvUieuce 
to support these malicious, unreliable, and un- 
true iiccu.*(atlons, they refused to retract the 
statements. 

The charge of feathering their ow'n nests by 
initiation fees and dues is a contemptible lie. 
During the World's Fair, Local endeavored 
to avoid overtime, and not having sufficient 
time to hold examinations, initiations, etc., 
also be<'ause of the fact that the World's Fair 
was iif a national and international inipor-- 
til nee, this local union invited skilled elec- 
triciufis from uLher cities and states, and 
no charge for fees or dues of any kind were 
made of these men. 

in addition thereto, Business Manager 
Harry Van .\ red ale, Jr„ wrote la District 
xUtcirney Thomas E. Dewey, of New York 
<\uiuty, inviting him to investignie the mat- 
ter. The reply from the district attorney’s 
odh'e wim to the effect that he had n<t juris- 
<1 let inn in the matter, as it came under the 
liistrict atttorney’s office of Westchester 
raunty. As a result of the refusal of The 
Daily Argus and the McClure Newspaper 
Syndicate, Inc., to retract the malicious items 
published on June 19 and July 3, 1939, Local 
Union No. 3 and its 16 officers and business 
representatives commeneed an artion of libel 
for tianiages of said libel against all parties 
involved and responsible for the publishing 
of the aforementioned items. 

After tile suit action was plaried, ihe 
dcfcihlniits, through their attorn eys, ap- 
peared in the Supreme Court of New York 
Count y. and requested by motion to dismiss 
the union’s action on the grounds that a 
labor union has no legal entity, and there- 
fore cannot bring an action for libel, nnfl as 
the item did not specifically tnenttun any offi- 
cial of the local union, the Supreme Court 
judg^c denied the motion to dismiss the union’s 
action made by the defendant** law'yevs. 

The many outstanding attorneys repre- 
senting both newspaper companies arul their 
mnuugtng HtidT involved in the case, pursued 
aiifl utiii^ei! every legal avenue in the state 
of New York to appeal the deeiBion rendered 
by the .Supreme Court judge. The case w^as 
carried to the Appellate Division and the 
Court of Appe.-ik, but the Court of Appeals 
interproted the law permitting a trade union 
to sue for libel, thus the decision sustained 
the union's suit for libel. 

The interpretation and opinion rendered 
by the juilges in the Court of Appeala in New 
York State, is a vivid acknowleitgnicnt of 
liemocraciy enjoyed by all peoples of the 
Dnilcd States and one which all the laboring 
peviple in this country do sincerely appreci- 
ate, and we hope for a quick an<l decisive 
viclury fur the United Nations over the Axis 
powers, so that the laboring people of the 
suppressed euuntiics will soou paHidpate in 
and enjoy democratic government for the 
people a nil by the people. 

.After Harold Stern, attorney representing 
I.ocal l^nion No. 3, was successful in estnh- 



Hshing in the courts the action to yue, the 
attorney far 'fhe Daily .Argus Newsiaaper 
Company, of Mt. Vernon, stated that his cli- 
ent wished to settle the case on the gran mis 
that they purchased the item from the Mc- 
Clure New.spnper Syndicate, Tiic., and relied 
on them for truthfulness, but, however. The 
Daily Argus was convinced by investlgatuin 
for the purpose of preparing the case for 
court that the facts in the item were not true 
and that they would publish a retraction in 
their paper if the union and it* officers would 
discontinue ihe action against The Daily 
Argus, known as the Westchester Newspa- 
pers, Inc,, and its manager involved. 

Tn the month of ^September, 1942, the local 
union, its ulTicers, ami \la business represent- 
atives agreed not to further sue the West- 
chester Newspapers, Ine,, ami its tnanage- 
ment, In consifloration of said agreement, 
together with a reasonable compensation to 
the local union for the damages whU-h Local 
Union No. 3 suaiamed as a result of the libel, 
in the amount of I! 5.000. 

On .September «3, 1942, The Daily .Argua 
published a letrnction of the previous state- 
ment, wherein It stated that’ — 

'Tt is now only fair to state since the insti- 
tution of the f 15 regoing suit by the union 
and its olfictais the newspaper causeii an 
investigation to be made which failed to suij- 
stantiate the charge involving the young 
man from North rarolina,” 

However, the McClure New'spaper Syndi- 
cate, Inc., and its writer, James McMullin, 
were not parties to the settlement; this case, 
however, Is still pending in the court. 

The Daily .Argus paid the cheek in the 
amount of $15,01)1) to Local Union No. 3 
through our attoTney, Harold Stern. This is 
the first time in the history of the AmericuTi 
labor movement, that a trade union sued ami 
collected in u IhseJ action. 

Jeue Slillivan, 

Press Secretary. 

L, U. NO, 7, SPiilNGFIEUl, M ASS. 

Editor: 

The goo5l old summer time has fmally left 
us, and now nil we hear is about a long, cold 
winter ahead. It is always something to kce|i 
you worrying. 

Material for the different jobs is gotUug 
harder and harder to get. The housing situ- 
ation is at li standstill, the biggest part of 
the big defense projects getting finished up 
and quite a few of the out-nf-town buys 
packing up and going home to rest up ufler 
the siege of overtime they have been making 
around Springfield- They are hoping I 45 find 
some work nearer home for the winter, for 
the gas rationing is getting smaller and it 
sure will he tough this winter for the hnys 
who have to travel far from home. 

For our only defense housing project 
around Springfield, which has been held up 
betw^ecn liihor Lrouldes and lack of material, 
started as a teix^day-a-week job, and they are 
lucky if they will he getting five; and just 
a skeleton crew working on the job find I 
understand a large defense housing projeet 
in Holyoke has been held up for lack ma- 
terlaL Danny Brounton. one of our members 
who was running that job, is now on u big 
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Job timiicwheFe in Muine» so 1 hope he will 
be able to finish that one- 

t sure was surprised to hear from the 
different meitibcrs how they have responded 
to the call to buy War IIdmiIs, Most every 
member is doing his pan every week and 1 
was surprised to hax'e one member tell me 
he had 12,0(111 worth of War Honds. It sure 
feels good to bear that the feeling of our 
entire membership is behind the K-oveni- 
ment 100 per cent in doing their duty and 
jmtting the money back where it came from. 
The more the membership puts into War 
Ronds the <}uicker we will find that our 
country will still slay on democratic prin- 
ciples and still be the most wonderful coun- 
try in the world to live in. We want to 
make sure that our children that ive louve 
liehind will still live in (ioEi'fi eouniry. 

E, Mullaiikkv, 

I'resa Secretary. 

I.. U. NO. 26, WASHINGTON, D, C, 
Navy Yard Hrandi 

Hjflitor : 

Our regular meeting was held Thuradny 
evening, September The returns of our 
open meeting of last month very grati- 

fying, as we now have 25 new applications 
for membership. Brother Cars well was given 
a rising vote of thanks for his excellent work 
in arranging the open meeting. Ralph A. 
Bowman* a new candidate, was obligated. 
Good luck. Brother Bowman, 

A motion was made that we purchase some 
more War Bonds, It was voted on and agreed 
that we purchase SSfiO worth. I would like to 
say, for the benent of those Brothers who 
are unable to attend our meetings, that we 
are sit 11 trying to make the Navy Yard lOO 
per cent union. Your shop stevvarii has plen- 
ty of application blanks. 

OltL M. Tayloh, 

Press Secretary. 

L. U. NO, U-m, BALITMORE, >11). 

Editor: 

We don't know* whether we can call it 
progress but we can blame it on the war. 
On this job some of the boys, including the 
scribe, are becoming cleat experts or ideal 
electricians. Remember those porcelain pieces 
of days gone by? l)|d we ever hear the 
name “knob and slob artists” applied? 

♦Speaking of the war, Local No. 28 is doing 
its share* not only in the matter of bond 
|jurchases but by active participation by its 
membership, as pro veil by the list here 
shown. 

In the Army w^c have: Norman Abrams, 
Ehnrles O. Darney, Jr*, Henry W. Foindt, 
Norman S. Ga|>hnrdt, William C, tiluth. 
George Johns, Gordon King* Bob King, Wil- 
liam J. Schmidt, William A. Zimmerman. In 
the Navy we have: Genrge Arintger, Charles 
*S. (’oufol, Richard Franz*, William F. Ger- 
man. Jr.. Warren J. Hustings, ,Iames A. 
iefrerson* H. E. Spurrier* Jr.* flarry R* 
Slrawbridge, Erwdn C. ScholU* Marines: 
Francis X. Robinson. Air Farce: Francis S* 
Rutlner, .Albert L* Kveson. Army Air Force: 
Bernard B. UnsoeM, Another Marine we 
nearly missed: G, Geisendaffer. From this 
lengthy list one can readily see that Local 
No, 2B is certainly doing its share in the 
war effort. 

Incidentany, this list is not complete for 
a number af the boys are called at this 
writing and we are not in possession of full 
information as to their disposition* We are 
confident that the boys will give a good ac- 
count of themselves, and Local No* 28 as 
well as the pHrents and rvlatives of these 
service electricians* will be proud and hon- 
ored by these boys in their great and glorious 
efforts in behalf of us and our grand coun- 
try, the good obi 1J. S. A, 


H K .A H 

f'liion .shipyard workers win Navy 
•rE*"* by L. l\ No, 731. 

( ommando cable-splicers of L. L\ 
No* *396 attack in Niirragaiisett 
Hay area. 

L. V. No* 1316 makes its bow* 

I nion electrical manufacturer has 
part in winning another Navy 
“E*' L. W No. 177* 

Brother in Hawaii sees war start, 
by L* U* No. 113* 

Labor relations in TV .A* a glowing 
report by f*. L. No* H-8-16* 

TV A operators lake seriems view, 
by L. U, No* 765* 

Organizing Western I'nion* by L. 
U. No* H-202* 

ranada reports* by L* U.'s Nos* 
1037, 33ii, and 3*53. 

Organized labor’s new responsibil- 
ity* by L. L * No* 313* 

A feu lips on running the war* by 
r.* U* No. 377. 

Elect romaster wins “K’V bv L* i\ 
No, B-I079, 

V^ e.stinghouse Ujcal wins "E*” bv 
1,. L'. No. B-1035. 

^■And iither news of lalMir’s part 
in winning the war. 


Joe Spence* of beer truck fame* and a 
humorist of the old school* is back in our 
midst and in circulation. Joe rolled out many 
a barrel, ami vve don't refer to that polka. 
V'ia Valiant came out of retirement and is 
In circulation for an undetermined period* 

The boys* at the last meeting, clamored 
once more for a bam|Uct and at present all 
signs iioint in the diraciioTi of success al- 
though we can't say this olTidally as yet. 

The truck drivers this ttiwn all volun- 
leercd their aid in the collection of scrap for 
the war effort. The response on the part of 
the ptvople proved so great that several 
days were necessary to complete the task 
of collecting these inEiterials. Army trucks 
and volunteer soldiers collected on another 
(lay ami on a third colleetlon period, ship- 
yard workers, utilizing the various com- 
panies’ trucks, comrieted I he task. Every- 
thing was purely voluntary and without 
charge of any kind. 

.A number of the boys compiain of the 
fact that they receive no copies of the 
,I(n:ttNAt** and here is a list of the names: 
John Barks. 1112 N. Monroe St.; Flarry 
White, of Local No. 722, who is in our midst 
and lives at 2Tiy N* <’«Ivert St. 

We have in our midst Brother Clinton 
Tfearor of Local No. TIP* .Manchester. N. H. 
Clint performs in our Jurisdiction and com* 
plains of his good treatment. That hoy can 
really entertain you with his adventures in 
various fields, such m the solovox i in music I 
and can also sing. 

Brother Eti Miller was determined to get 
his name published in the hook. That boy re- 
sorted to a varied liai of performances in 
cahoots w’ith .Al (iary* and finally they sue* 
ceeded. Ed is an ex- Navy man and doesn’t 
cart* who knows it. .Al is somew'hat of a shaky 
authority on horseflesh. Al w^ould not see 
any of those days in the bread line. What ii 
contributor he turned out to be. Big-hearted 
Al Gary. What he and Ray don't know m 
that the horses can’t lie beat. 

And miw in the midst of all this a thought 


has dawned on us. Did nny one of you stop 
to think what a job our olficers hav^e on 
their hands in these times, and e^eclally 
with all of the out of town boys in our 
midst? Did anyone stop to consider what a 
thankless and uphill batlle our business 
iminager has on his hands? No time to call 
hi,*! own! Talk about your overtime! Ask 
hi [I* the real nieaning of overtime. Maybe 
he can tell you a thing or two you didn’t 
k now . 

Whui about our rtnancini secretary? .Any- 
one ever stop to ctmsbler how vital to the 
very life of the organ izat km hiB job is? Ever 
stop to consider his re.sjM>nsibilit!es? Boys* 
in all seriousness, our hard working business 
olfice does merit some lonssiieration. In fuel 
all our hard workers should be showm that 
llieir efforts in our fichalf are really ap- 
jireciaied. 

A slap on the back di<es a whole lot more 
good than a knife In the back* No man is 
that hig, but what n little bit of gratitude 
or a hit of praise in the right direction 
and at I he right time can^t he appreciated 
iiy him. The cost in this direction is small. 
It does seem true that the saying that a 
labor olficiai has a thank less job has more 
than a bit of poetry attached to it. 

11 , S. Roseman, 

Press Secretary* 


L* r. NO. 80, NOHFOLK* VA. 
Editor : 

1 hope the boys of Local No* 80 will excuse 
me this month for not having much news, as 
I have been sick for a few days and at this 
riling I am in Baltimore, Md.* for a few 
days vacation. 



“RED” GODWIN 
of L. U. No. BO. n fighting 
Alec from Norfolk, 


1 am enclosing a snapshot of Brother Red 
(bid win who is doing hia bit in the war. 

We Hope that Brother Godwdn can be 
around at our next oyster roast. 

Local No* 83 has Lost a few' members to 
the military forces since last month. 

What is the matter wdth Brother Herb, 
of Local No, 734 7 Have not heard a word 
from him in several months* so let’s hear 
from you next month. 

[ aliimsi forgot .<!omething I w'anted to 
mention to all the hoya of Local Ko. 80. 
Brother W. C. Fisher recently took the ex- 
aminalioii for journeyman electrician and 
passed. He has been working with Brother 
Tom HejTcood* so one day while I was at 
the army base eating dinner it was voted 
and passed that Brother Fisher pay for 
everybody's dinner* When Fisher came In the 
restaurant and fourul out what had been 
dune, be wa? willing fn pay for two dinners 
for ail* Belie%'e me. we all enjoyed that din- 
ner. Thunk you. Brother Fisher, for that 
swell flinner* 

More next time. 

M. P* MaHTIN* 

I^ress Secretary. 
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L. r. NO. U-l^U KANSAS CI'I'Y, MO, 

Editorr 

So you’re back in Kansas Clly\ Tall build- 
ini^s wave friendly llajrs; and Amircw Jack- 
son. astride his Uran7.e horse in front of 
the Court i louse, seems to frrin down at 
you and say. ^’Why, you old son-of-n-p:un ! 
Where the hellVe you keen?” Hut you didn't 
leave Oklahonia wit bout Iwin^rc of rejrret* 
TheyVe a swell btineh of fellows down there* 
The Tulsa erowd certainly is — staunch union 
men with the courag'c of their convictions. 
There'S nothing proviacial about the of- 
ficers of L. U, 5R4, they’re Hrolherhood- 
rnirided and champion the rights of visiting 
members as fiercely aa they do their own. 
Shauil. Webb, Coupler. Hu IT. Jameson, 
Wilsey— you can put those names down 
with a 1-Al rntinp! 

Here at home, you find L. U. H-12J carry- 
ing on valiantly. In spite of the preaence of 
several hundreds of out-of-lowii members 
working in the jurisdiction, with nil the 
extra ivork and added problems such a 
condition entails, the officers are going about 
their duties cheerfully, almost jauntily. It 
must be the new halH This organization 
is meeting and carrying on its business 
in Us very ow'n building at last, located at 
HU ^X. 4fHh St. When repairs and altera- 
tions are completed, the local will have 
offices anf] meeting hall of which it may 
well be proud. 

The (luestion of holding n state coiistilu- 
tional convention wdll be decided at the 
coming election in November. Under the 
Missouri statutes such a convention must 
necessarily be laid along political lines. 
Xt this time, ivhen certain organizations 
and newspapers are trying to pin all the 
blunders of the war on labor^s coat-tail* 
we feel, privately, that such a convention 
would only promote injustice and dis-har- 
mony, besides being a senseless waste of 
money which is so badly needed for the 
defense of our right to hold con vent to ns 
at. all. 

Many local members who have been sc al- 
tered far and wide' the last few' years, are 
bark in the home port. Enoch Sims has 
returned after finishing the huge small - 
arms ammunition plant at St. Louis. Enoch 
has done a lot of big jobs here and there* 
and there is little doubt he W'ill carry the 
new Pratt and Whitney airplane engine 
job, where he is now in charge, to a suc- 
cessful conclusion. And. while we are on the 
Sims’es, Oscar is back in town* working 
at P, and W. .Jud is here, too* after five 
years in Texas. Jud Sims was the locaPs 
incorrigible bachelor, hut he isuT any more* 
He’s bought a home in the south end an<l 
installed Mrs. S. mtd the baby. Looks as 
though hcTl be more nr less permanent 
from here on* 

Bernie Jackson is in ttiwn* too* Been 
here some time, he says. You’re glad he’s 
back. lie’s the kinil you miss most, when 
they’re gone* You saw him first ns a slip 
of a boy, 'way hack in U»21, chopping a 
hole for a pipe- rack through a stone wiill 
in the old Journal Building. The w^all was 
granite hard and two feet thick, and many 
a grown man w'ould have balked at the 
job. But Bernie picketl and chipped and 
hammered until he liMally got the thing done. 
He’s like that yet. When a local member 
gets in a crack and counts off his friends 
on his fingers, the first finger always rep- 
resents Bernie Jackson. When the chair- 
man of the local looks over the mendiership 
for a faithful commiUeeman, he picks on 
Bernie Jackson. When you call at the home 
of a member who has gotten hurt or be- 
come ill* you are pretty apt to see two 
people: the ailing Brother — and Bernie 

j ark son ! 
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MKMIIEH BOOSTS PRODUCTION 

In the list of individual merit awards 
fur jsuggestions aiding war production an- 
nounced Iasi month by the War Produc- 
tion Drive national headquarters, appears 
the name of Arthur Waggoner* a member 
of L* I . No. B-104S. 

Brother Waggoner* a finisher for the 
RCA Manufacturing Ct>., Indianapolis* 
devised a new method *>f finishing dia- 
phragms for smmd- power telephones 
made Dir the Navy. It accomplished a 41 
per cent increase in production and an 
estimated annual saving of 1*100 man- 
hours. For this idea he received honorable 
mention- Only 15 other such awards were 
made. 


On the debit side* we find Dick Cunning- 
ham laid up for a long spell of convalescence. 
And Warren Oakes, who was hurt in the 
same auto accident in which Ross Smith 
was killed* is still pushing around in a 
wheel chair. Warren is determined! to come 
out of it* though* Says he doesn’t trust 
anything on wheels. 

Marshall Leavitt* 

Press Secretary. 


I.. l\ NO. 177* JACKSONVILLE, FLA* 
Editor: 

It will no doubt interest the readers of the 
ElI'Xtrual Worker to know of the Biguing 
up of the Jacksonville Metal Manufacturing 
Conipfliiy in Jacksonville, Fla** because of th<' 
unique type of products which this comii.'iny 
manufactures under the I. B, E. W. label. 

Located below- the heart of the South, 
where it is extremely diflicult to obtain 
quickly electric specialties* special junction 
boxes* terminal boxes, and switchboards* the 
Jacksonville Metal Manufacturing Company 
was formed by one of our largest contrac- 
tors, the Miller Electric Gompuny, for the 
purpose of mamifacturing equipment for 
themselves and the trade in general* which 
was not readily obtainable at this time for 
the w'lt r effort. 

Since the organizing of the Jacksonvilh" 
Metal Manufacturing Company, many ex- 
trLoiiely high special complicated automatic 
control units for use aboard Navy mine- 
sweepers being built in this territory and 
wired by our members, were developed in 
the Jacksonville Metal Manufacturing Com- 
pany, thereby playing a very instrumental 
part in the award of the Navy **K** to the 
shipbuilder, the Gibbs Gas Engine Company, 
and resulted in this yard leading the entire 
United States in producing the YMS mine- 
sw-eepers because of the fact that the Jack- 
sonville Metal Manufacturing Company was 
tn a position to manufacture and deliver th<‘ 
specialty electric equipment far ahead of 
other manufacturers in the North, the East, 
and in the West* 

Further* by the flexibility of the Jackson- 
ville Metal Manufacturing Company, special 
shapes and spedal size terminal boxes were 
obtained readily, all of which has enabled us 
to do our greatest part in the war effort in 
this land of sunshine and flowers. 

C. G. Smith, 
Business Manager. 


I,. U. NO. H-202, SAN FRANCISC O* 
CALIF, 

Etiitor: 

II has been siniie lime since Local 202 has 
w-riiten to the correspondence column. But 
now that our press secrelary has returned 
from vacation, refreshed and ambitiouSi vre 
are ready to shoot one now. 

We would like to find out how many of our 
members read their Jot^nNALi Lherefore, sug- 
gest that members of 202 who read this ar- 
ticle mail a post card to our ofFlce, 

We are now in the midst of a campaign 
against Proposition No. 1 on the state ballot 
November JL This Slave Bill 877, or so-called 
"Hot Cargo Act,” is an insult to the Aineri- 
can citizens of our state, ami must be de- 
featerj, ami can only be defeated by our vote. 

Labor fell tlown miserably in the labor 
vote which turned out in the prinmry cam- 
paign* as indicated by the large vote received 
by the reactionary Republican candidate as 
compared with that received by Governor 
Olaon. who is the choice of the United Labor 
I 'arty here* 

Wf have heard that the difference in re- 
sults and consequences is: when you do 
something right, you get results. When you 
do something wrong you get consequences. 
If the rank and file VOTE on November 3, 
we will get results. If the workers don’t vote 
we will get CONSEQUENCES, iimi Lord 
help us. 

Local Union 18, of Los .Angeles* has re- 
cently transferred the members of the Los 
Angeles Western Union unit to Local 202 
with the consent of the International Office* 

By the way, the Western Union plant de- 
partment employees are a group which need 
r* B* E. W. organization and representation 
all over the United States. We have done a 
fairly good job in the I^acific division of the 
company* We won collective bargaining 
rights in seven western states. Then Interna- 
tional Tleprcaentative Reiman ami yours 
truly set about negotiations which lasted 
about BOven months and have juat been con- 
cluded. Duo to the determined stand of the 
I. H, E. W. n<n to swallow ^^eoinpany policy” 
hook, line and sinker* we came out with the 
BEST AGREEMENT ANY UNION BAS 
WITH THE WESTERN UNION TELE- 
GRAPH GOMPANY. 

Bnl we arc not satisfied* If better wages 
and better conditions existed in the eastern 
divisions of the company, we could do a lot 
better for our members here. Therefore, we 
w'oulfi urge I* B* E, W. locals and MEMBERS 
who are located in said divisions to start ac- 
tion to acquaint Western Union plant de- 
tutrtment employees of the advantages of 
I. B. K. W. membership. We will be very 
pleased to furnish any information or as- 
sistance w'hich may help to bring about I. IL 
E. W. organ iza I ion of AVestern Union em- 
ployees throughout the United States. 

Local 202 is making great progress in 
every w'ay except one* We still find it difficult 
to persuade the bulk of our niembers to at- 
tend meetings, it is only by attending tneet- 
ings that our members can get the informa- 
tion, or, if 1 may say so, the education which 
will prepare them for the tough road which 
may he just around the next bend- Our union 
has been called a bread-and-butter organiza- 
tion* Perhaps our members had better at- 
tend meetings lest the “hrimd and butter” is 
taken away from them in the near future. 

I was going to write about some of our 
other units, the rubber situation* how we can 
win the war* etc*, but will do that later — IF 
members of 202 prove to u» that they read 
their JoniKAL, w'hich they should of course. 

Grrald L. Pickt.e* 

Press Secretary. 
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ALL TOGETHER FOB THE U. S. A. 

The fighting forces and the two great branches of organiycd labor, togellier In harmony, 
as represented in a float at the recent convention of the Veterans of Foreign Wars, held at 
Cincinnati. Picture by courtesy L. U. No. B-212. 


u i\ N(x 205, Dirrifon’, mk h. 

Editor* 

Local I’nion No. 205 is numerically small, 
ijiit within Its limited membershi]} are to 
he found all the trends of thmij^ht of or- 
ganised labor. 

The war has seriously affecteil all the ex- 
pressed ideas with the exception of one. 
The only opinioni^ tJmt have gone uriehiinged 
are those man i resting company unionism 
and practically all of those arc so dis- 
ercdiled that the ^^sLooge ad vacates" are 
isolated and hnrmlesE!, 

As for those that are active temloncios. 
the changes ii] their outlooks iiro of a vary- 
ing degree, but are all based on the opinion 
that workers' orgiinizutions must take on 
grenter re spun si hi lilies In either the ecn- 
nomie operations of American industry or 
the politicai direction of g<i'Vern n:ent, or 
both. 

The war has produced such far-reaching 
revisions in employee-employer relations that 
the effecU have penetratei! into the ranks 
of railroatl labor, the nmst solidly eatab- 
liahed of all organised workers. 

The need of labor organ i^aitions to assuTne 
the tasks necessary to the prescrvatiuii of 
morale and the maximum eHicieney of opera- 
tions is in a large measure a result of olil- 
fashioned industrialists, who are too con- 
cerned with jirofit.-- to realize that it h of 
more immediate importance to get maximum 
production to win the war. 

To a large extent the Ueeil for labor 
politics arises out of the out-mmiod old 
party politician'll lack of statesmanship, 
and public he d d attitude. 

Lalior ia naturally progressive and desires 
to build a world of free men — free from 
political dictators, free from want ajid 
starvation, Free to think and plan for the 
good {if all mankind. No individual has a 
right to jeopardir.e the public welfare * -lie 
he a selfish industrialist or a political op- 
portunist. 

Organized labor has a vital itarL to play 
wote aad after the war. 

W, 1\UI£AM, 

Press Secretary. 

L. l\ NO. B-212, CINCINNATI, OHIO 

Editor 1 

We here in rincinnati are very proud, ami 
justly so, of the various rmiis in and around 
this city which have been awmrded various 
emhlems by the War Department fur thtdr 
meriUinous work on war pr<icluetiiin. 

Also, we of L. I*. No. B-212 cannot help 
being somewhat joyful because of the part 
we, as skilled electrical workers, have played 
in instullation and maintemince of these 
various plants. We can and wdll more than 
keep our eml up. 

JMease excuse me for mentioning again the 
Wright AeronautLal job hero. Your writer 
has been on this job far about one month, 
and I must repeat how* w*ell the job is or- 
ganized and conducted by Local No, It-212 
through our business manager, Harry Wil- 
liams, and our chief superintendent, Fred 
Stoll. It is a good Job and operated %'ery 
well. I w'ish I had come out here sooner. 

The aew adflition to the Andrews Steel 
Co. is just getting started. 

Our sick list reports H. (irecn reporting as 
well on September 17. Kirby Higgs ih still 
on the ailing list. Also iXarles Apide, who 
w^as at home for two W'eeks with an injured 
arm is now back at WT>rk again. Am sorry 
to report tw*o of our members have lost 
loved ones very dose to thcau Harry Florge- 
menke. Sr.* sulFcrcil the loss of hia mother, 
Mrs. Celestine Borgemenke. John Sehlenker 
lost his fiither, Mr, Sehlenker, The entire 
local gives its heartfelt aympathy to these 
members in the loss of their parents. 


Military activities: Klmer Rabanus proudly 
reports both of his sons are now in the 
sendee of the United States, Louis Rabanus 
to the Army and Leroy Rabanus to the 
Navj'. William O, Nagel, son of A. C. Nagel, 
one of our members, is stationed at Norfolk 
as an electrical engineer In the maintenance 
crew, fiood luck to all of our boys in serv- 
ice. May they come back safely to us. 

Enclosed is a pieture of a float signifying 
harmony befween the trades of the C. I, Q„ 
and the A. F. of L, at a recent convention 
<jf the Veterans of Foreign Wars held here 
la our city. We are proud that Elmer Rm- 
banus, n swell member of Local No, B-212. 
is commander of the V, of F. \V. of the Cin- 
cinaati area. 

Hello to William Blllerman. R. Hayes and 
Morgan Xeabry down in Panama, Hope all 
of you are very well. 

B-2l2's New*s ItorNn, 

Press Secretary, 


L, U. NO. 245, TOLEDO, OHIO 

Editor : 

Another month has rolled by, and judging 
from its speed, it too has modern design 
plus wings. 

Another drive is over and all concerned 
are glad of it. The 10 percent payroll deduc- 
tion plan for War Savings Bonds ns re- 
quested by the United States Treasury is 
now in operation. Accurate figures will be 
given next month. 

Defiance was the first to go over the lop 
an<l they had a total deduction of more 
than 11 per cent of payroll, rfmgrntubitinns, 
fellow*s, for it w*as a hard job promptly and 
well done. The Dejlance boys gave n victory 
party at the close of their drive, ami the 
alfair was given the spirit and pep as was 
the bond drive. Good movies, up to date, of 
our Army, of men, tanks aiod horses. Good 
food was plentiful, and other types of re- 
freshnient to suit your palate. Acme hated 
to lose this competition, but since w^e did 
do so, we are gla<l it was to a swell gang 


of fellows. Congratulation ft again, and 
thanks for inviting us to your party and 
also for not ribbing the committee too 
much. Buck says that he had a good time. 
Guess some of the fellows were real good 
to Buck? 

The Labor Day parade was a real suc- 
cess, The fi<tats were many and very .splen' 
did and the turnout of men was good. Local 
245 had a party after the parade and a very 
large lunch and other refreshments were 
served. The Wfiremeti's local No. 8 also had a 
similar party in the same fmilding at the same 
time. After the firsi hour it was difficult to tell 
which was which, for all mixed in a friendly 
fashion and enjoyed both parties. 

Several old Lime baseball players were at 
both parties and were replaying some of the 
old games. Those Irish really could PL,AY 
ball, too. 

Oliver Meyers has another job added to 
his already long list. At the last Ohio Fed- 
eration of Labor convention held in Cn- 
lumbuKt Dbin, Oliver w^as elected third vice 
I> resident. Thia Is much additional work 
for Oliver, tint! it nlao means Iretter rep- 
resentation for the electrical workers in 
Ohio. This group has the primary task of 
sponsoring or introilucing favorable legisla- 
tion ancl of watching for the unfavorable. 
They must watch for JOKERS in now labor 
laws, design ways of combating adverse laws 
or proposed legislation, Congratuiaiions. 
Oliver. Ohio is now thin! in the enactment 
of favorable labor laws. 

Fred Bollinger resigned as delegate to the 
Central Labor Union of Toledo, due to 
change of hours of work. Ereil'H resignation 
was regretfully accepted, for he has been 
regular in his altendiince. Emery Kish was 
given the task and job ns delegate to the 
r. L. U, and we wish him luck. 

The bowling teams of the Edison Co, are 
rolling at the Toledo Sports Center and 
have a group of 1 4 teams. Those fellows 
are really smart. There are only 18 alleys 
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in the center, anti to udd beauty and s>pice 
and be really selfish they have induced four 
teams of lovely ladies to occupy the renuiin- 
ing alleys. The foTItiwiniJr is a list of the 
departments and team captain si 

Meter department, James liCe; tores de- 
partment ofhce, W* Heltebrake; Heatinjj de-* 
partment, 0- Grodi; Main OfTice, W. Rehder; 
Resulta. T* Brown; Line department, Z. Mil- 
ler; Executives, J. Williams: Howells Seniors, 
E. Ziemkiewicz; Hio wells Juniors, R. Scofickl; 
Acme Roosters, W. McBee; Reddy Kilowatts. 
L Stecker; Line department I^o. 2, E, Wilson; 
Acme Station, F. Bratschi; Engineerinj?, W. 
Baird. 

The ladies' teams are not exclusively Edi- 
son and since they are retieent ns to their 
accomplishments and ability and publicity- 
shy, I have not their names for you, I 
suggest that you visit the Sports Center 
and give all the gang your support on 
Wednesday nights. 

I understand that Brothers Obondorf ami 
Harris have been giving the squirrels lessons 
in high climbing. They inHtalled tho now 
aerial at the Acme station on the high 
tower. It’s a long way up and not at all 
crowded, Jimmy Lee has two sons in the 
armed service but it fell to the lot of 
Brother Bob Lee to sample in miniature 
the effects of a bomb raid. While Bob was 
attempting to catch a little shuteye on the 
couch at homoi the ceiling fell and gently 
draped itself around Bob's recumbent form. 
Rumors say Bob did an exit in record 
time, and girls, you should have heard 
the words that he used! 

Fred Abbey from the store is in the Army, 
and Emmet Lanonan joined the Navy, There 
are others in service from this company 
that 1 have not ajentioned due to the fact 
that I am not notlfted but hear at a late 
date about them. Brother Kieser is buck on 
the job again after a siege in the hospital. 
E. Pennington is laid up with some rib 
fraoLuiea, and Martin Crahnm bar. a back 
injury that keeps him from work. Brother 
Olson is at home with a broken collar bone 
which 1 hope is healed by the time this 
appears in print. Oly won’t stjiy put and 
when he w'as walking home from the 
medico's, Oly tried to iirgue with a truck 
that turned the corner suddenly. Oly came 
home with not only a broken collar bone 
but in addition he had a bruised foot and 
a torn leg muscle. 

P. S. 1 think he lest the argument. 

Brothers Harley Westfall and Grover 
Sweet are still on the unw'ell list. The fall 
meeting of the directors of the Doherty dub 
was held some time ago and extensive plans 
made for some winter activities. Better 
watch the bulletin boards, gang, for the 
directors are working hard to make this a 
very successful season. 

Just in ease you missed the bulletin as 
to the club closing on Wednesday, here’s 
how': Mr. and Mrs, Wiler have hail NO 

vacation and are to have each Wodiiesday 
each week off. Hence the club will be 
(’LOSED tu all members that day until 
some time in the spring. 

If you like u good chicken dinner and 
ill! the trimmings that go vvdth U bettor 
make iirntngernenta with Mrs, Wilor at the 
club. The price is very reasonable and the 
chicken is good. I know. 

Labor Day was a big day for Corporal 
Vernon Wellor. formerly of Acme station, 
for on that day he did the honors for hia 
mother and dad when they visited him in 
camp at Fort Dix, N. J. Corporal Weller 
was recently transferred from Alamogordo, 
N. Mex„ to Fort Dix, How these boys get 
around. 

Mike .-^llore looks %-ery smart in that 
new' Coast Guard uniform and is giving 


Mail to Overseas 
Americans 

Mail takes ships. Ships must 
carry immitions atui food. Ships 
are scarce. They Ufe being sunk 
rapidly. Here the Post OlTice De- 
partment must meet a new situa- 
tion. !n consequence, the Post Office 
Department has ruled that in 
creased bulk mail like that of the 
E LEt'TRI r A t. W OR K ERS* J Of R N AL 

cannot be permitted to Alaska, 
Hawaii, Puerto Rico and other 
overseas territories of the United 
States. The International Office has 
told the F'ost OfUce Department it 
will cooperate. This means that 
new members in these overseas ter- 
ritories will not receive the official 
JouRNAi., If other members change 
their overseas addresses, they w'ill 
not receive the Journai.. Until 
hostilities are over, they will have 
to borrow a copy from a Brother 
member. Sorry. 


voluntary service in an iirm of the armed 
forces of which little is heard but urhich is 
doing its bit 21 hours of every day, without 
publicity or fanfare. 

One of Acme’s lovely atenographera has 
several Brothers in the war. The little lady 
saya that she can’t fight but she can buy 
bonds. She certainly triins her pay roll 
eiown each pay day. Wishing a fed low well 
ia nice, but buying lota of bonds to insure 
him the equipment am! material that he 
needs to MAKE his luck be good la the only 
sure w'ay to do the job. 

riyde Wright just stopped by and asked 
that I include a note in the news to the 
syMem operating group, Clyde Ihinka that 
you are a fine bunch of fellows and he 
asks that ! convey his sincere THANKS 
to all the men on the system operating 
job for the fine cooperation and courtesy 
that he received white at .Acme station. 

The iH‘W' honor roll wdll he reiifly for the 
next meeting. Arrangements for the atldi- 
tinn of new names have lieen made and 
you are asked tn aend in the finmeu nf the 
Brothers entering service us promptly as 
possible. 

This is the sum of the news to date, so 
will stop Rfiiin ami re«f| alfont the newest 
pressure group in Washington. The farmers 
emphatically do not have a union, Bt*T 
they do know' how to pay off in votes, 
the politician who delivers the class legisla- 
tion that they want. There certainly should 
he n moral in the story that they are 
putting out each day. Looks to me as 
though the misused Litle.s — slickers and 
hicks" have been switcheri, 'rhink it over, 
feBows. 

Isn't this weather terrible? It's just loo 
uwfui to work in. Yeah. Welt, so long, I'll 
see you at the fonlball game tonight. 

D. D. nKTn«w, 

I’ress Secretary. 


STOLEN 

Dues Receipt No. 2931 fil. W'atch for it 
and notify Local Union No. lT7, Jackson- 
ville, Flu, 

L. L. Snyder, 
Fimineial Secretary. 


L. IL NO. 27a, MUSKEGON, MKH. 

EdiUir ; 

It has been many months since Local No, 
2T6 has been heard from but it is very much 
alive. I'erhaps the boys are better tishermen 
than writer H. 

Thi& year 1 iiucceeded in getting in on the 
local's nnmial picnic. For the benefit of the 
Brothers who W'ere unable to attend, 1 will 
try to tell a little of what happened. But, 
fellows, you missed a bang-up good time. 

Due to working eonditionfi the picnic was 
hold on Labor Day in^itead of the usual 
first Saturday in August. The gang, wuth 
their families and friends, arrived at Pioneer 
Park about noon and soon had the tables 
loaded dawn with load from their picnic 
baskets. The coffee, sugar, cream, ice cream 
and orangeade were furnished by the local. 
Brother Ed Plunkett, the farmer, was a 
Mule Mite, but he matje up lost time on the 
Hweet corn, to which he had beaten the pigs. 

Brother Jim Beck and his committee, con- 
sisting of Brothers Walter Gerst, Claude 
Herald, Austin Tarte and George Dill, had 
the day very well planned ami kept the fun 
rolling. President Bob Ross wru also on the 
job to help the committee if possible. There 
was horseshoe pitching, card playing, danc- 
ing and plenty of rag chewing. 

Brother Francis Groleau bested the boys 
in driving nails and received an electric 
heating pad, donated by the Independent 
Electrical Supply Co. Mrs. Joseph Segar re- 
ceived a pin-up lamp from the FiUpa trick 
Electric Supply Co. for being the best bal- 
loon buster. Brother .Austin Tarte proved 
to he the best guesser of beans and was 
awarded an electric clock from the ConsuTuers 
Power Co. Mr. and Mrs, John Linn (Brother 
Linn Is a former member of Local No. 27G) 
furnished a beautiful candy dish made of 
California redwood and glass for the at- 
tendance pri^e. This was won by Mrs. Claude 
Herald. 

With the balloons, suckers, ice cream 
cones, orangeade und the fish pond ihe 
youngsters managed to keep busy, and I 
think they all had a good time. The ball game 
w'as rained out but Brother Plunkett at 
least had a chance to umpire and call them 
as he did not see them. 

The day w^as a special occasion for the 
Gerst family, for in addition to the picnic 
Unit her Wiilt and Mr^a. Gerst celebrated their 
twenty- fifth year of double harness. Con- 
gratulations! 

Say, Bmthei's, don’t forget to vote for 
Brother Ed Plunkett on November J. 

Thanks for a good time, fellow's! 

Ivan M. Gibus. 

Special Press Secretary, 


L. IL NO. 313, WILMINGTON, DEL. 

Editor : 

’*What is there in it for me?" How often 
in the pa«t few years have we heard this 
statement? We never gave much thought to 
it- This has been our privilege, our pleasure, 
our heritage. Come to think of it, this has 
been the basic thought behind all our .A^meri- 
can freedoms. 

*‘How can America benefit?" 1 am sure 
most union men have now substituted this 
question in place of the former one. But, 
how about the huge number of Amerkans 
who still blindly and selfishly demand; 
“What do I get out of H?" There isn't much 
we cun do about it, except by example. When 
this war is over, let it be said that organised 
labor was not found w'anting. 

Organized labor was the first group of 
Americans to realize that the party was over. 
We have accepted our responsibility and 
knuckled down- -seven days a week, 19 and 
12 hours a day where required. We have 
abandoned plcnic.s, banquets, vacations and 
holidays. Yes, we are giving much more to- 
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ward the war elTort than a W ]>er cent loan. 
Yet* wo cannot feel over^patriotic; many are 
givmjf their lives. 

*^DIC.STKirS WKHStlUNARY" says: A 
imtrhft la one who is more ready to give to 
the war effurt than to receive for personal 
gain. 

Kay Walls, 

l“ress Secretary. 

L. r. Sih 3^9, i^(3KT Airmuu and 
FOirr \MLUAM, ont. 

Kdiior: 

Time waits for no man, so goes the old 
saying, ami so it is with me in so far as 
w riling letters to the JomtVAL goes. 1 have 
good i mentions each month, but time marches 
on, with the result, no letters. To begin svtlh. 
we hehl our elections in June, w'iih the fol- 
lowing results: PreaideuL, Jirother F. G. 

Thornes; vkc prctsidenl* Rrother G. ^Phat^ 
Wilson 1 llrntncial secretary, F. Kelly' re- 
cording secretary, (!. McEwen; doonnan, 
Pat Hoherty. Auditors, Hruthers W. Huari- 
son, \W Wright and K. l'’o reman. Eliininat- 
iiig myself, I think we have a good slate of 
officers and with the fall cooperation of the 
mendjcrship, 1 am sure the destinies of our 
local union arc in good hands for the en- 
suing two years. Taking Into consideration 
the trying Umes through which w-e are go- 
ing, we deddeif again to hold our annual 
picnic, for we realised that all work and 
no play makes Jack a dull iioy. The picnic, 
MS usual, proved quite a success, although 
our spirits and clothing were somewhat 
dampened by the old Weather Man. who kept 
sending down the occusional showers. How- 
ever, ujuicr the chuirmana^hip of our presi- 
dent, Frank Thornes, together with his able 
csjmniittce, everyone enjoyed the out big. To 
iff frank some were a little overjoyed, getting 
soukcti both inside and out. 

Labor Hay has revived somewhat In these 
recent years at the Head of the Lakes. While 
it is not what it might be, nevertheless we 
believe that the old time celebration of 
Labor Pay i^ gradaully coming into its own. 
Local No. was represented in the cele- 
bration and parade this year. We pul in a 
ffoat and sume of our members took part 
in the parade. The turnout of members proved 
very <lisapiioiny ng, espeeially to the boys 
who worked so harif to build the 11 oat. How- 
ever, they look eonsolation in the fact th^lt 
they bail at leuKt set the exsimple for a 
bigger and helter turnout next year. The 
Lhankn of the local gt? out to those Hiothers 
who wc:^rked wo hnnl, am] whose re^vard was 
so small. I am eoelosii^g a snap of the float, 
together with the boys who built it. 

I haven T heard aayihing from the girls of 
Local No, It- 1275 of late, I understand they 
are still plugging along. 

War m hell, so say the boys who have to 
face the fury of buttle, and so say the boys 
who light the battles of labor, "It's hell too,” 
We all know the reasons why. However, 
things could be eased somewhat if the mem- 
bers would cooperate. It^s a fact, the buttles 
of organimi labor still have to be fought by 
the older generation. Each meeting night 
brings the old familiar faces who have been 
battling for years, and always living in hope 
that the younger generation wmuld dig in 
and share the load. However, disappointment 
has been their lot, and they keep on battling 
for those w'ho alt at home, keeping the home 
hree burning, and in many cases criticising 
those who are working in their interests. 
My candid opinion is that 50 per cent of our 
membership regard this great organization 
of ours as an Insurance and pension com- 
pany, Sure they pay their dues, but only 
with the fear in their hearts of losing their 
benelits. 

Lust meeting night several of the younger 
members sent in grievances with the old 



Labor Day float of L. U. Xo, 33y, of Port 
Arthur and Fori WTIkam. Onr., together with 
the men w’ho biiDit it. 


reliables they knew would be itresoMl at the 
meeting. However, when These grievances 
\s*cre presented, objeclion was taken to this 
way of lioing business, anti it was decided 
that any member having w gnevuTicc. must 
come to the meeting and pi'eseut his grlev- 
Hiice persoimlli". My eontenlion is that all 
grievances shniild he presented in writing 
and ha ruled to the executive ctJiumiltee for 
action. Tfoi many petty grievance.s are 
Iwought into our local meetings. Mendiers 
tnust icarn to give ami trike. .Sometimes a 
little given to some [lett.v grievance, gives 
greater results on something else more vital 
at a later rlate. Cooperation between em- 
ployer and employee is an asset to organiza- 
tion anil remember that competition he- 
tw'eeii employer and employee temis to 
strengthen unionism, 

Ho in closing, 11 rot hors, 1 would appeal to 
the younger members of the organization to 
get out to the meetings and take part in 
the business of ytmr organization. Educate 
yourselves for the future for Clod only 
know's what the future hidds in store for us, 
so it's well to be prepared. 

Our meeting nights have been chaiigeil 
from the third Thursday to the third Friilay, 
so govern yourselves accftrdingly. 

Brother Shirley is still on the sick list. 
<tur sympathies gu out to him, and we wish 
him the best. 

Heres a thought! Hitler has placed or- 
ganization In bondage In Europe. Don't let 
this happen to .America. Huy bonds ami 
certificates. Your local is iloing her jmrt to 
the limit, 

F. Kklly, 

Press Hecretaiy* 

L. l\ NO. ;M9, MIAMI. FLA. 
Editor' 

I was hoping I could repo it iUi another 
wonderful picnic like we htdil last year, but 
due to most of the Brothers working out of 
town and nearly all at home working Labor 
Pay, the local deeidcfl to give up the idea 
of a big get-together* and f*ir the few who 


notk'l: 

E, Harney Parker, t’ard Nn. 
284430, formerly of Uninn Nn. 58, 
has passed bad cheeky in Washing* 
Um, D. C. 

TnvesUgatitvn reveals that the 
credentials presenteii to Local 
Union No. 2*5 were apparently 
forged. The Social Security Num- 
ber given by Parker was 577-18- 
5lf)G. 

All local unions please take 
notice, 

Calvkht Lowry* 
Financial Secretary* L. U. Xo. 2fL 


didnT work and the members’’ families, a 
small picnic and party was held at the 
Fol icemen’s Benevolent Playground. 

I would like to have attended, but was 
w'orking in my learned literary and JournaL 
istic opponent's ( Brother ,1 im tlilbort's ) bail- 
iwick on a Navy project. ThiH project is oiie 
of seven being constructed in Fhiridn niitl is 
the ffrst one to be comiiiissioiun] by Ihe Navy 
and the first to bo occupied by stu'vice men 
of the Anti by the way* ytm have to 

give Brother Jim Cijiliert, the alfable busi- 
ness manager, lots of credit. This Job In 
particular ha^ as good working conditions 
as any I hav'e come in contact with anywhere 
in my travels and better than some. Especial 
credit should be given Brother Jim for his 
able maneuvering in obtaining the wage .scale 
we work for in so short a time friun the 
Labor Board. It wouM not go amiss for some 
of the business managers in FUirida to write 
in to iirother Jim for some soutid advice. 

I was pleased to run inti) Brotber Hun 
Geary on this jol). Hadn't seen Han since 
WPA days in Atlantic tity. He is pushing n 
gang here at the Ft. Lauderdale airpuri* 
and incidentally, just gut himself clcctefl 
president of Local No. 728. Not so bad, eh? 
Same old Dan, basrFt changed much, just a 
hit more rotund. He sends his regards to all 
Ms friends in .A. and those traveling 
around. 

Talk about the power of the press! !i rut her 
Dixon of Local Nu. ‘Mli received a letter from 
one Brother Fossett of Long l.M]find whom 
he hadn't heard from in 30 yeara. Saw- 
Brother nixojFs name in the WnKKKJi in my 
last letter and w-rote him. Brother Dixon 
sends his regards and says he wilt write 
soon. 

You know last year w^hen 1 was raising 
straw'berries. Brother Jim Gilbert, of uur 
neighboring Local No. 728, remarked in one 
of his infrequent epistles that he was guing 
to hie himself dowm to my patch sume tine 
moonlight night and get himsidf some straw- 
berries. Hut when I let it be known that 1 
was lying awake nights with my trusty sh<d 
gun I guess i must have persuaded hinj other- 
wise* for he never has gotten those [jerries. 
Now that I have quit the straw-berry racket 
for chickens, I told Brother Jim that 1 was 
going lo let him have some union laid virgin 
eggs, ami he can let “Mike,” that pel pnrral 
of his, try to hatch them out. Joking aside, 
though, that parrot has traveled mure than 
1 have. Brother Jim had him out tu the -St. 
Louis convention w^herc; the cold weather 
never even bothered iiim. 

Brother D. D. Tomkinson is gcltiiig along 
better day by day. Expect to see him out 
most any day now-. GoOil luck, “Tommy.’' 

It is with a feeling of great .sudne.ss that 
I report the deaths of the wife of Brother 
Lou Strange and the mother of Brother A I 
Frensdurf- Please accept my coiidi>lences. 
Brothers. 

B£N Maitks, 

Press Kecretury. 

L. I . NIL 353* 1 nHONTO* UNT. 
FJditor : 

Greetings to Jack McBride, Fred Keeley, 
Joe Fprichard. Olie Gray and all the tdhio- 
members of Wintiipeg amt vicinity local 
unions. They sure miule our stay at the 
Trades and Labor ('ongresB convention in 
their city a very pleasant oite, Beal weslem 
hospitality such as w'e in the East like to 
receive but seldom mlvance to others. Not 
that we don't appreciate visitors, but enter- 
taining and the lighter .side of the trade 
union movement has never clatmed very much 
of our time. Oh, w'eB* when some of us old 
stick-in-the-mud members get kicked out the 
young ones may rectify our shortcomings. 

The Trades ("ongress convention had a 
very successful meeting with over 40u dele- 
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^ates in attendance. Every type of resoEution 
siibinitted received its share of support or 
opposition as the majority saw ht. 

Rival organizations were asked to ^et to- 
gether and further Cnnada^s war effort as 
well as to huild a solid foundation for the 
peace to tome. 

Many suggestions for a second front in 
Europe were advanced along with strong 
and vigorous protests over the government’s 
indifference to organ bed labor on the many 
commissions and boards that are apparently 
trying to govern the country, 

Canada"s oldest and largest labor group 
recognized Russia's heroic stand against ag- 
gression by demanding that anti-fascist in- 
ternees he released . and elected Pat Sullivan 
vice president of the Congress. Sullivan was 
recentls' released from an internment camp, 
where he bad been held because of his 
activities in the Seamen's Union* 

An explanation of the new' manpower reg- 
ulations w'as given by Elliott Little, director 
of Selective Service, M r. Little certainly 
talked like a man w'ho meant business, but 
your correspondent, for one, has his fingers 
crossed. In my short experience in the labor 
world we have had many men in public office 
who started out to give us fiery and effective 
leadership j in overcoming our social and eco- 
nomic dirtloulties, only to fold u[) when his 
capitalistic bosses cracked the whip when, he 
trod on their toes. 

It made me very proud as a member of the 
T. B* E, W. to see the respect that was shown 
to our organization in the persons of Broth- 
ers Jack McBride, Ernie Ingles, Nig Tracy, 
Fred Keeley and Jack Noble, Every commit- 
tee of any importance had one of our men on 
it. Every committee, that is, except the ladles 
auxiliary, although now' I come to think of it 
Tracy was missing a couple of sessions. May- 
be that's where he was, 

Ernie Ingles was so busy in and out of 
meetings they had to repair the revolving 
doors while we were there. They also rein- 
forced the carpets. 

Jack AIcBride, Mrs. McBride and their 
family made everybody, especially members 
of the L B, E, W., very welcome. The Hrst to 
greet us and the last to say good-bye, Winni- 
peggers must have learned their hospitality 
from the McBride family. 

1 hope Jack Ross, of Vancomrer, got his 
cheese home safely ; it \vould come in handy 
in keeping the Japs off our West Coast. Like 
the goat with no nose, it smelled awful. 

Local activity now centers around the 
visit to our city of the I. E, C. and the A* F. 
of L. I hope to have some news of these for 
our next issue. 

Something seems to tell me that Brother 
Jimmie for Alexander* as he w-as known in 
his younger days) McKenzie is contemplat- 
ing securing a female boss* I could be w'rong, 
though. 

Last meeting we auctioned off our Uite 
Brother Cy. Walling's tool kit. I could not 
help wondering, as I sat there listening to 
the wise cracks and making a few myself at 
Auctioneer Dent, how' many of the hoys were 
covering up their feelings by this method. 
No, w'e never know who's next; let us do our 
best while we are here. 

Brothers f'ercy Williams, Gordon Roach. 
Charlie Gray and Walter Cleveland are con- 
tinuing to Improve, and we all hope they will 
be back on the job soon. 

J. Ntrri,AND, 

Press Secretary, 


L. U* NO, 377, LYNN, MASS. 

Editor; 

The Hattened tin cans are out on the 
sidewalk, next ivinter's rubbers are gone, and 
T’m a 10 percenter* Still the screwballs tell 
us the American people are not aware there 



WOIMAN MEMBER WINS AWARD 

First awards of Certificates of Individ- 
ual Production Merit were announced 
last month by the War Production Drive 
national head(|uarters for ideas which 
resulted in improvements in war produc- 
tion. Sixteen men and one woman were 
honi»red* Heading the list* and the only 
woman to receive an award* is Mrs* 
Bonnie Lee Smith Lewis, a member of 
L. U. No. 0-1018, 

*Mrs* Lewis* while an employee of the 
ItCA .Manufacturing Co,, Inc., plant in 
Indianapolis, suggested the use of a 
motor-driven wire brush wheel for re- 
moving burrs found on the moulded 
clamping nut of a sound-powered tele- 
phone* 

☆ ☆ ☆ 


is a war on. The fact is the people are w^ay 
ahead of those self-same screwballs. Two 
hoys in the Navy* and J tried to join them, 
and they told me I was slightly over age, 
5-1, cataracts* fiat feet, hernia and other de- 
fects, and who was that guy in the white 
coat following me ? 1 couhl have explaineil 
the high blood pressure. They could have 
used me for a decoy or bomb filling, 

Roosevelt is doing a w'onderful job but he 
should get rid of some of the jerks in his 
cabinet. They are the bottle neck in this war. 
One wall give out a statement and the next 
iJaj' another w-ill contradict it. Goebbels 
couliln’t do a better job to get the people 
jittery. Is it the women that's making them 
balmy? There's a lot of them there. The 
best thing Roosevelt can do is to pay them 
off and put Kaiser, the shipbuilder, in charge. 
Keep your eye on him. he's presidential tim- 
l)er. anti I want to be his first booster, if 
Roosevelt isn't running. 

And that's the news as T see it from New 
England* Ihe guinea pig of the nation. Still 
w'orking on Noonan's flats over in East Bos- 
tin vfith Andy Johnson, Andy would make a 
good parish priest. He takes up a collection 
every week. It's a buck every week, "Buck" 
Johnson he was knowed as in them days. 

Ed McIxerney, 

Press Secretary, 


L, U. NO. 396, BOSTON* M ASS. 

Etlitor: 

The traveling goodwdll unit of Local 39G 
15 still taking commando drill among the 
islands of Narragansett Bay. We breast the 
breakers in small boats, climb the hills like 


NOTICE 

In answer to complaints about delays 
in deliveries of supplies ordered from the 
International Office, the delay is with the 
express company or the parcel po,st serv- 
ice. Anyone ordering anything must not 
expect deliver^' in less than one w'eek 
after receipt of the order. Supplies 
should not be allowed to run out, but 
should be ordered sufficiently in advance 
to allow for unavoidable delays in trans- 
portation. 

G* M, Bugniazet, 
international Secretary. 


the svell-kuown Kerry goat, and our faces 
are alw'ays black, anyhow% as anyone w^ho 
has ever met a cable splicer will readily un- 
derstand. Like the Commandos or Rangers, 
we never get any new's of the home local 
whatever, so the Apsay is strictly this month 
the correspondent of a six-man outfit only, 
-Also, there is no new,s concerning them ex- 
cept that everyone is bearing up w^onder fully 
under the strain of seven days of 10 hours 
each* The natives of the district who provide 
us with food, raiment and shelter are doing 
all right for themselves, Loo. 

1 understand that Tom Keaney, of Local 
99, is slated for the armed forces in the near 
future. Best of luck, Tom! Take another bow' 
this month for your services to 396. 

Had a long telephone conversation the 
other night with our business agent, Arthur 
1 remember him) Myshrall, and he became 
eloquent in his appreciation of the guidance 
and assistance rendered to him and Local 
396 by our international vice president, Re- 
gan, during some very important negotia- 
tions covering the past two months and en- 
tailing absence from his family night after 
night. Art says on thinking back he cannot 
remember any time when Brother Regan's 
services were not instantly available, even 
eagerly proffered. Also on listening to con- 
versations taking place after the various 
conferences among the opposition, it is easy 
to realize what a valuable friend and ally 
w'e have. When an Army officer, a representa- 
tive of labor relations in the New England 
district, tells a person not connected wdth the 
International Office that out of $50*000, 000 
worth of construction that the Army placed 
in this area not one miscall can be aitributefl 
to our international vice president* it proves 
that Brother Regan is on the ball, 

Cyril* the demon helper* mentally measured 
the huge marine standing on the dock and 
decided not to push ahead of the line. Then 
he remarked to the assistant laborer's helper 
next to him* "This Brother Regan must be 
some guy. 1 made three mistakes once in a 
deal covering four bits." 

The Apsav. 


L. U, NO, 113, SANTA BARBARA, 
CALIF* 

Editor : 

It is so seldom I break out into print* I 
feel like the fellow' w'ho starts his speech say- 
ing. "Unaccustomed as I am to public speak- 
ing," because, like him, 1 really do want to 
say something and don't know' how to begin. 

Well* to start off, Lynn Gordon, our most 
efficient business agent* has asked me to tell 
about my recent sojourn in the Hawaiian Is- 
lands* It should suffice to say — Brother, 1 was 
there! But he seems to think perhaps some 
of you members who have not had the p’eas- 
ure of seeing a beautiful Honolulu moon 
should be enlightened. 

First, may I say, Honolulu, before the war, 
was without doubt one of the most pleasur- 
able places one w’ould want to live in. Waikiki 
Beach, with its surfboard riders (uo, Brother, 
1 coultin't stay on one) and the thousand and 
one other beaches and the fishing and danc- 
ing under the stars and other diversions were 
all that one could ask for* Before J go far- 
ther, I would like to say "Thanks" to the 
many friends I have over there that made it 
possible for me to enjoy it so much* Buster 
Keaton, our International Office representa- 
tive in the Islands, is really one to make 
things much easier for a "malihini.” 

To get hack to a more serious vein of 
thought, my trip to Honolulu was most fruit- 
ful, both financially and from a standpoint 
of experience. Of course, I am not at liberty 
to discuss the details of our job, but may I 
say to you younger fellows like myself, get 
out around* and see some of the work that 
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on nriii get yoiir eyes opened ns I did* 
You may not bo ns lucky as I to have boon 
nssocintod with men like Kd Porath^ of Local 
No. <1, and Hoy Brockman^ of Local No, 4111^* 
who really understood the large power work 
we had to do: but you will no doubt gain much 
valuable experience. 

1 W'ouldnH trade it for anything. Even that 
terrible lUweniber 7 morning when Brother 
Mozingo I humorously called "“Bingo^' by his 
many friends) and i were working together. 
The first bomb came down and I said, “Boy* 
those guys are sure practicing close this 
morning,'* and about that time were both 
up on topside and we knew we were in the 
real thing. No, Brothers, even that is an 
experience 1 am glad 1 went through. I can 
ahvays say 1 saw this war start from the 
second bomb that hit, i^ure, 1 was scared 
who wasnT ? 

Thinga hero in Santa Barbara are as 
can be expected. The lack of private work 
has iHMtcticany driven most of our members 
into taking employment outside of our 
fair city. VVe have one small defen bc job 
which at present has a small crew on it. 
Who knows, it may develop into something 
Important and it may peter out. Most of you 
know how these things are. it's Just how 
impti riant rncle Sam thinks this job Is as 
we go along. 

One very important thing before I close, 
by International Office order. Local No. 4Ui 
has absorbed Local No. 7D2 of Santa Marla, 
You traveling Brothers of Local No. 752 
take note. Kindly communicate with Local 
No. 4Ki and get your cards straightened 
up accordingly. 

Once moFc^ may I say that it was a 
pleasure to have been in Local No, 1260 
of Elonolulu, and I am looking forward 
to going back some day. 

Sol Fe uc* 

Press Secretary. 

L, \\ N(L ATLANT.\. GA. 

Editor : 

He] In, everybody! 

Back again! There has been so much hap- 
pening in nnd around our territory since 
the last piece I wrote It would be im- 
posts i Id e to tell In this issue just what 
has happen e<L But the most important 
thing right now that the electrician is eon* 
cerned about most, outside of everything 
pertaining to ^var and all of its effort, 
is the improvement of his puBition in the 
electrical field and alt of its new accoin^ 
plishmentti, 

'I'be rhesids, although we cannot get any 
nutre until the war is over, are playing a 
wonderful |mrt in opening up more territory 
for his work. More electricians are being 
added nnd others pushed up to better places, 
new jobs being created and conditions very 
much Improved, I would like to say right 
here l»efore gnlne any further, to the boys 
in the other locals near by. that Brother 
W, IL Shulls, chief electrician in Atlanta 
for all diesels, has heeri promoted to general 
foreman. North Ave. Shop. Brother X. W. 
Sittou has been promoted from supervisor 
to chief electrician for all shops in Atlanta, 
and Brother i\ O, Ciowun has been appointeii 
assistaat to the chief electrician. Brother 
II. C. Taylor, who was appointed head su- 
pervisor over all diesel equipment many 
months ago on (’entral Lines, is playing a 
very iu’iporiant part in steering the course 
of the diestd, and through his help many 
advantages have been accomplished. 

It just sifts down to this, that all («f this 
equipment JS new to all the Brothers and 
Brother Taylor has been very helpful to the 
hoya in trying to untie the knots which are 
vory knotty ones. But when you work with 
a deteimuned bunch they are hard to &top. 


NOTICE 

Tho Xaticmal Lightning Protection 
Company and the St. Louis Lightning 
Protection Company are 100 per cent 
fair. 

J. A. Morrkll, 
Busine.ss Manager, 
Local Union No. B-1, St. Louis, Mo. 


11, m very hard at this lime for the Sentinel 
to try to XV rite about improvements and av- 
compMshmentH when our minds and hearts 
.are heavy with war, and I am sure that 
all of the other scribes are affected in I he 
same manner. Our shops here in Atlanta, 
tia., are wttrking heavy shifts day and night. 
Our men are buying their Ifl per cent of 
h<vnds and more. They have contributed time 
and again to all causes and they do not 
llineh at anything, 1 don't hesitate in staling 
thia, hcenuse it is bringing out the real 
mao in our men ant! I believe that some 
praise is due these men for their help 
keeping the machinery rolling in moving 
the vast number of soldiers and equipment 
and essential products of war. 

The equipment on the railroads at the 
beginning of the war was nothing to brag 
about, and the strain upon it in recent 
months has been tremendous, but due to 
the skill of our men the failures thus far 
have been few. So it seems now that w-e have 
many, many months of hard work ahead 
to keep this vital movement going aTid 
ready for more extreme emergencies. 

Yours for more Bonds, and V»ctor>% 
The Sektinkl, 

Press Secretary, 


L. i\ NO. 6B5, LANSING, MICIL 

Editor ; 

\Ye wish to take a few minutes off the 
regular duties among war industries and 
workers to let our Brothers in the field know 
we lire still "in there pitching" both with 
w^ork and money in bonds. 

We say "Hello" to those who will rea<l this 
JoiuiNAL in the far distant fields of oui' 
many armed services, aud wush them the best 
possible under the drcuuislances in which 
they find themselves. 

Election being over and the new officers 
settled into the routine of busiiiess, w^o me 
now em harking on another term which may 
well be momentous in our history. 

World conditions which are elTceltiig such 
drastic rhiiugcs in the haliits and lives of all 
of us, have left their mark on our local by 
small ng some away to serve In other wmys, 
some to other places bo work ami some into 
Tuwv branches of the trade. 

'rhe investments and sacrifices made hy 
this local and many of our iudividuid mem- 
bers, both of time, money and conveniences, 
are no more pronounced than the sncrifice,s 
made by f>ur pejople everywhere, hut in n 
smaller group, they become more notircalde. 

Last mnnth a very successful joint picnic 
of members of A. F. of L. and C. 1. O, in 
this area of some six or seven counties was 
held in the fair grounds at the county seal, 

A three-day festival made many friends 
for labor, and netted the sale of over $30,000 
worth of bonds with the personal aid of 
Jimmie ragney one of the days. 

Many state, county and city dignitaries 
gax^e speeches of approval for such a jiiint 
gathering and such willingness to imy bonds 
and expressed delight with the while affair. 
Really, hoys, it w^as a dandy. 

To the boys scattered in the warmer part?* 
of the country ive say, Michigan weather is 
IK) better than it ever w^as and perhaps just a 
little worse than usual for this early. 

Work in this area is only about the same 


as it has been for some months puj^t with 
a few men from out of town being held here 
and no large contracts in sight. 

We are getting our regular hours and 
regular pay, but nothing spectacular is to 
lie seen In the horoscope of our work situa- 
tion. 

To our sick Brothers in for away places 
we say, boys^ you know- you have our heari- 
feit wish for an early recovery so you max' be 
with your families and with us at the oarliesi 
possible time, particularly those xvho have 
been in a hospital for many months. 

»So with willingness U> proceed and de- 
termination to do our very he.^t to aid our 
country in its hour of peril, we say, “Hearls 
up America, let's go." 

H. J, PaOE, 

Press Secretary. 


L. U. NO. im, SPUINGFIIAJL OHIO 

Editor J 

Well, the last time I wrote a line Lo the 
Worked xvas “way back when." The hoys 
here at our last meeting felt it wqis about 
time we again gave a little time and atten- 
tion to sending in a few line.s, assuring one 
and all that our circuit is not cut, but in- 
atead, very much alive, with everyone busy 
at home; and also some of our men arc 
busy axvay from home, building and installing 
today's much needed electrical apparatus, so 
vital to industry and our fighting iiien's 
equipment. Today, as never before, we as 
eleetrlcal men are on our honor to see that 
this vital industry is prriperly and expe- 
diently installed and serx'iced. 

In BO doing, the word "electrician’' will he 
made truly appreciated and respecte<l along 
xvith other high-ranking professions. There 
is nothing in this world today any more im- 
portant than the production, distribution* 
and servicing of electrical energy. I.ot's all 
be proud of the fact xve are "journeymen" 
(expert electricians) and help elevate this 
profession to a higher degree, by con stun I ly 
being on guard against the felloxx' w'ho is 
negligent and merely carries the title, elec- 
Irician* benefUing by our long efforts in 
obtaining better working conditions am] 
v,mge remunerations* and who at the same 
lime, la not truly interested in his local or- 
ganisation or the future of such. Today we 
must stand as one. Give until it hurts, also 
see that the fellow within our midst who is 
enjoying the respect of his government and 
his fellow worker, 1b doing his part off the 
job us w'ell as on it. 

Hello Lo all of you fellows out in the 
field f wherever you may iiol. We uiu ai] for 
yon, 

I, for one, Still feel that thix is the liest 
country in the xvorld and stand ready to 
knock the block off anyone who feels other- 
xvise. 

In Wc^rld War T 1 met some good old 
L R. E. \\\ hoys w'hile trainings at Newport, 
n. 1. r trying to be a sailor). Wonder where 
they are this time? I hope they are as able 
as I to do .ns much as possible on this end 
to help keej» 'em rolling, sailing and fiyiiig. 
Let’s all keep on helping make things "hot" 
for the Axis. 

W. F. Dalie. 

Press ??e^■reta^y. 


1.. r. NO. 657, GARY, IML 

Ell i tor: 

A lot of w^ater has gone over the dam 
since the last letter from l,iOHcal No, 6117 u[i- 
peared in our magazine. 

1 hax-e been appointed press secretary 
and will try to have a letter in every issue 
of the Worker from now on, and any Itciufi 
of interest that our local members want 
lii contribute to these monthly letterB will 
be appreciated. 
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<Jld is in nic^ 

iin always, with a roster of good cooperuti%’0 
I, li. E. \V. memberT; second to none in the 
country. We have several visiting Urol her a 
now working in our district on defense 
Work, They are a swell lot of gtiys anti we 
are glad to have them. Many of these hoys 
are from their home locals and 1 think It 
is up to us fellows in 6fl7 to make them 
fei'l at home while wrorking' with us* 

We have ail worked away from h:^me 
at some time ami know what a friendly word 
131- a handshake means. 

We hud our June election and installed 
ii new set of officers. Here is a partial list; 
William .McMurray, business manager: M. J. 
5weney, president; G* G. Howell, vice 
pi evident: H. P. Ragberg, recording aec- 

relaryi Cuy .\bbott, treasurer; W. M. lloch, 
tin uncial secretary; Ray Abbotlj delegate to 
internationul convention. 

An able executive board composed of 
Trunk ScUger, M. J. Sweney, and G. G* 
Howell, also a good examining board, ll, Eads, 
Lundquist and James McAusland* 

Our new business manager, ISiU Me Mur- 
ray. is doing a good job, and has several 
changes to his credit, all a benefit to GO". 

We are proud of our apprentice training 
classes and know there is none better. We 
have a good mstrucLor and a well equipped 
shop. The class is well attended in spite 
of the fact that Uncle Sam has put some 
of the boys in uniform and is giving them 
another kind of training. 

We dipped into our funds to the tune of 
several thousand dollars and purchase<l 
War Bonds, also the members working in 
our district have pledged 1(» per cent of 
their salary to be invested in War Bonds, 
We have a motto that hits the nail on 
the head; "ITs better to have your shoulder 
to the wheel than your back to the ivall/* 
The Congressional election will soon be 
here to bother the country again* I wonder 
hosv many of those doddering old career 
men w'ill be put back into office to be 
against** this and that* against anything 
that has a progressive intent* or to plague 
our able J’residont in his conduct of the war. 

Why is there a Congre.ss anyway? Is? 
not a good Senate enough to run our 
eouiitiy and to make our laws? 

I have taken up enough space so wTtb 
kindest: regards to all i will close. 

Harry B. Ff.lt well* 

Press Secretary. 


I.* r* MU 728, FORT LAI OEKPAJ.E* 
FLA* 

Editi^r: 

U hiiA been a long time since Local No. 
72*^ has hail a letter in our JorBXAL, and 
there was a good reason for that as thi^ 
jurisdiction was so dead the past year that 
the governor of Florida tried to bury it* ami 
to some extent did just that* for he im- 
peached our sheriff on the grounds that he 
allowed the boys to hold a little crap gniiiv 
once in a while* besides a few card games* 
%vhlch in his estimation was terrible. 1 think 
in Xarth Florid«"i they just pitch pennieH. ll 
seems strange that when he sent his stool 
pigeon investigators out to look over the 
gambling situation they had orders to look 
over Broward County only* it is said. 

I'P until two months ago this county jnria- 
ilicHtin had absolutely no defense work* while 
the rest of the state bad plenty. The reason 
for that enndition was that all the big poll- 
ticinriH were farther north or south in the 
state. We finally recelvefi some defense work 
Imt I still think it was in the form of a 
eon sola tu>n prisie. In the past year SO per 
cent of our members were compelled to hit 
the road and secure work in other jiiris- 


iJlctiuns, so there was nothing to write 
about unless it was to sing (he Idues. 

We now have some fair-sized jobs under 
way and expect a few more. W'e have mail’ 
aged to nian the jobs with no decided short- 
age of labor, ami as we nil know, the frost 
U on the pumpkin up north* and a great 
many Brothers may wish to head for the 
lanf! of aunshine. Well, we may he filled Up 
on the jobs when they land, and my advice 
is to contact the business managers of the 
different locals before coming niown. And 
you might enclose a stamp if 3 "OU wish n 
reply to your letter, for 1 know in this juris- 
diction, no stamp* no answer, 

Duf» to the majority of our memliers be- 
ing on the road In June, w-e requesteit and 
were granted permission from the I* 0, in 
postpone our election of officers to Sep- 
tember when we expected most of the inem- 
iiership hack home to fill the offices. Well* 
wc held that election and there were a few 
changes. Brother Dan Geary* formerly of 
Atlantic City* N. J. » Bachie* please take 
not ice h was elected president* Brother Kyle 
was elected vice president. Brother Tom 
Byers had a heck of a time beating himself 
for recording secretary and treasurer, and 
Jim Gilbert had the same trouble as husi- 
nes.s manager and financial secretary and if 
I tan get that recording secretary to answer 
his *phone before I finish this letter I will 
tell you the names of the rest of the new 
officers. 

The boys decided to hold a little party on 
election night with plenty of cats and other 
refreshments, and invited all the visiting 
Itrothers working here to Join us* Well, they 
had a party and if any Brother left the 
party hungry or dry it was his fault. One 
of the high lights of the evening W'os w'hen 
the union Brothers on the Xaval Air Base 
job presented the business manager with a 
long and short wave radio. I liavenT rie- 
termined to liate what the gift was for un- 
less tl was a priie for inefficiency. However, 
it was a real surprise and highly appre- 
ciated by the recipient. 

We have a number of Local Xo. .'lift 
Brothers helping Brother Brown, the con- 
tractor on the air base, tangle up wire. 
Brother Rose and Brother Hen Mark.s were 
ill attendance at the party. Ben is the scribe 
from Local No. 3-Ub hut like myself recently 
hi' hasn't been doing any scribbling* He 
still claims he bad strawberries in his tmek 
yani about a year ago when I tried to raid 
I he patch. VV'tdl all T found was sand spurs. 
I cannot mention all the visiting Brothers 
who nttendcii our little blowout* hut one in 
particular must be mentioned for you will 
all know he is present at all times, that Is 
our wood- walking Brother Mickey Mulkcrns 
from clown New Jersey way. He is at present 
working at the air base, and we are nil 
glad to have Mickey wdth us* 

We had quite a nice job at Port Ever- 
glades which Is about completed ami the 
nature of same may be a military secret. 


NOTICE 

T.ooal Union No. 1250 has advised this 
office through Business Manager llany 
Albers that members of the Brotherhood 
are Koing to work on projects within the 
territorial jurisdiction of Local Union 
No. 1250 without obtaining permi.ssion 
from the representative of the local 
union. It is their desire that we publish 
this notice pointing out that such prac- 
tice is a violation of Section 5* Article 
XXV of the 1941 Constitution. Traveling 
members, please take note. 

A. L. WEfJKNfllb 


The Hadarracco Co.^ of Hoboken* hail the 
CQiTtmct with Brother William Guskiml of 
Local No- lti4 ns superintendent. The boys 
of l.ocul No. 728 are doing the work and it 
looks like a real job well done. 

[ got a wonderful kick out of ihc write-up 
in the magazine and the letter by Scribe 
Joe General of Local No. 103. Btiston, Mass., 
concerning the Bell Telephone (,'o. If ever 
there was a monopoly and trust that needs 
busting it is that company. I have been 
battling Ma Bell for nearly 4d years and 
I am not through yet. The salaries of the 
officers {and 1 don’t think the stockholders 
are on relief j* are enough to convince any 
sane person that the Bell Telcjihonc Is the 
biggest racket in America* Ami can you 
imagine such organised labor baiters like 
Westbrook Pegler and David Lawrence try- 
ing to criticize labor for trying to get a 
living wage* and at the same time ignoring 
such a monopoly! The reason is plain, they 
are employed fay these monopolies* 

They tell organized labor if we were in 
Germany and ivent on strike we would be 
placed in a concentration camp. If Pegler 
and Lawrence were in Germany and at- 
tempted to criticize Hitler like they do our 
government they would not have the option 
of a concentration camp, they would be 
stood up against a wall* Why our present 
administration does not suppress these two 
saboteurs is too hard for most of us to 
understand. However 10*ft00*00fl union mem- 
liers don’t give a happy hoot whiit I'egler 
or Lawrence think of them. 

The recording secretary is still out at the 
movies and I won't be able to announce the 
balance of officers elected. I think I cun 
catch up with that guy by the time I submit 
another j^orry letter, and w\li submit the 
names. As this letter is getting quite lengthy 
I will chop, and in the meantime let us do 
all in our power to keep them llying* fioat- 
ing and hiking* for ive wdll need our all to 
preserv'e ourselves as a free nation. 

J. H. (L* 

Press Secretary. 


L. I , NO* 731, NORFOLK, VA, 
Editor: 

Hello, gang*’’ here 1 am again. Brother 
Martin. Local No. BO* please note. We of the 
Norfolk Navy Yard and associated industries 
are too busy fighting this war In do much 
letter w^riting. But I cannot let it appear 
that 1 don't have anything to say. Just re- 
cently. every employee at Norfolk Navy Yard 
was presented with a pin rep resen ting the 
Navy "'E" for over-all efficiency. This means 
that the Navy Department publicly refutes 
the reports of some of our so-callctl neivs- 
paper columnists that the defense workers 
are not doing their best. 

in connection with thi.s^ presentation of the 
pins, the first pin was given to Mr. L. W. 
Webb by Admiral Gygax, and Mr. Webb in 
turn presented pins to the other assembled 
’‘bosses." Mr. Webb Is master electrician of 
the Norfolk Yard and the oldest master in 
point of service in government employ. Inci- 
dentnlly* he is also a cracking good union 
man ami relations between L. U, No. 734 tind 
his office have always been most helfiful and 
cooyierative. We need more bosae.s like him 
ihroughout the service* 

The forthcoming management-la Saor con- 
ference in Washington on October 22 be- 
tween the Secretary of the Navy Knox* Ad- 
miral E. J. King and their assistants should 
bring forth some good results. The Navy 
iJi'partmenl has postponed this sort of eon- 
fere lice too long. We of organized labor feel 
sure that we can promote closer harmony 
between the management and the men who 
build the ships. Too many of the udmiriils 
try tl) deal with civilian employees in the 
same manner as they would svith the enllstef] 


OCTOBER, 1942 


S11 


pL*r8oiinul of tht? N’uvy, \n ihi» day of t-n- 
lij^'htertetl labor vifws, this viewpomt often 
lead^ to a feeling' of roserttment. After nIL 
if we have the brains to build and service 
such a eomple?r mnchine as a modern 
ship* we desen'e lo bo treated as capable of 
meeting an admiral im his own leveL 

Here’s hoping that the conaliig conference 
marks the heginning rff n new era in lahor- 
thinking on the part nf the Navy DepurtmenL 
O. W. IlKHFi, 
l'reH> Secretary. 

L, I* NO* Tf>fn SHEFFII IJ), ALA* 

Kditor: 

We of I** ti* No* 7fii» buve been ijuite busy 
for the past two months and have plenty to 
keep us busy for (he nexi several months. 

The election of o Hirers and pieparations 
for the coining wage conferences have been 
the main iioinU of interest. Some changes 
were made in the onieers ft»r the next 
two year*s. The line up is ns folUiwsi Presi- 
^ienl* John Wilson* vice preHident, O. A. 
Fike; reconling secretary* (feorge W* Dowd. 
Sr.^ hnuneial secretary. U* S. Mills, and 
treasurer, K. T* Kimble* 

All the above ollicers are new except 
Hrolher K. T. KimbUs am! you may be 
sure all have been Inisy with their new 
duties and with prepnrittions for the twi» 
wage conferences coming up, I-. No* 7do 
will represent the operating electric al work- 
ers at Reynolds MetalH Company in a wage 
conference around September 15 and the 
TVA operators in the TV'-\ wage conference 
Inter. We hope to he able to give a satis- 
factory report on the outcome of these W'age 
conferences at a later date. 

'Ilui seriousness of the pro Me ms of the 
world today makes it necessary that we 
cimsider our p roll k ms mure care fully. VVe 
shoulrl and do realis^e the Importance of each 
of us giving our best tn the job for vs*hich 
we arc best suited. We will do well to keep 
this in mind while considering the problems 
that confront us at this time, 

iMost opemtori: desire a sleatly jtib and 
H pi^rmanent home ami it is this desire 
that causes them to rluvuse o|ie rating in- 
stoncl of some higher- pair! type of skilled 
labor. This fact has been used to keep 
operators’' salaries at a low level, Ikirt of 
the dilTerenee in the pay of operators and 
other trades is compensated for by the an- 
nua! leave, sick leave, and the promise of 
n permanent job* iJperatorH, it is true get 
these considerations* but on the other hand 
they must work shift work liecnuse operat- 
ing is a hour day and seven day week 
job. We ihf not need to tell ibose that hnve 
ever worked the night shift anything about 
it* anil those that have never worked it can 
not be made to understand. It has already 
been recognij'.ed that the evening and night 
shifts are worth more pay. by at least one 
company in the South. 

*Many operators on the T\*A system have 
hiitl experience working with tools and can 
ea.sily get journey man *» work at the higher 
rate of pay. Many of thiMii Were recruited 
from all parts of the country and douT 
have the usual strong desire to settle down, 
riome have had otTei>* of iiettcr paying jobs 
in defense industries and some have already 
gone to these better paying job^. To go to 
a belter paying jtdi is one way to gel an 
increase in pay bui it causes us a loss 
that we may not be nlde to overcome. Kx- 
poric-ncctl operator- are not walking the 
street looking for work now nor can 
they be recruited from other companies as 
they once vverc. 

We can riui blame these fellowb; for going 
to better paying jobs, however bail we hate 
to lose them. It is hard to give them a good 
argument why they should not go when 


you remember that they are receiving the 
same pay they received in 1937. Ceiling price 
arguments mean exactly nothing when they 
have to pay 50 cents for a pound of steak 
that would have cost them 25 cents in 19.37, 
They have two choices concern ing the buy- 
ing of War Bonds* live hard and buy their 
MS per cent or leave the bond buying off 
iuid feel that they have not done their 
duty. 

Most war industries are operated by 
power from the lines of the large power 
slj- stems. Continuous .service on these lines 
is nece*ssary before continuous operation of 
these industries can be expected. Experi- 
enced operators w'ill insure continuous 
service to a degree that can not be ex- 
pected if their places have to be Hlled 
with inexperienced men. 

Every one may do Avell to expect a lowtir 
standard of living until the struggle we 
are now in is settled. As true Americans 
we will meet it as Americans always have 
in the past, I am sure the operators on the 
TVA system feel their responsibility and 
duly to the country as much as any other 
group. There is no just reason w'hy ’we 
should have to work on at 19S7 pay stand- 
ards while prices and wmges of other 
groups have advanced so much. We are 
going into the coming w'age conference 
lo win that which is due us. So hold on. 
fellows* for a while longer. There is al- 
way.s joy in a Job well done and we are 
giiing the limit to do this one wrelL 
Georce W. Dowt>* Sr.. 

Press Secret.nry', 


L. U* NO. CHATTANOOGA* 

TENN* 

Kilk.or: 

At the hist regular meeting of our local, 
yours truly was threatened with many dire 
circumstances if I did not have an article 
in the Jot'ftNAL soon* therefore, here we 
come, 

A,« many Brothers know* our local is in 
the mhidle of the Tennessee Valley area 
where industnal developments have sprung 
lip lU H rapid rate due to the cheap electricity 
available a ml of course due to the war effort. 

Our local has been hard pushed for enough 
quaiided men to fill the many jobs open. 
Many of our members have gone to other 
jobs in far places* and of course the armed 
services have taken their share. 

A large share of our membership is em- 
ploy ed by the local utility, namely The Ghat- 
lano<iga Electric Power Board* and wo are 
glad to report that our business relations 
wilh them have been very good and we be- 
lieve that good conditions will continue lo 
prevail due lo the high type managemenit of 
the board and the business-like officers of 
our local. 

Our business manager* Hayden N. Bell* is 
well liked* and a strict believer in fair deal- 
ings in all matters; further, our other officers 
cooperate very nicely with him at all times. 

'fhe T\vA is w^cll represented in our mem- 
bc^Tship, and through Brother Gordon M, 
rrcemiin the business of their union ac- 
tivities is carried on with the TV.A. manage- 
ment. 

Brother Freeman certainly merits much 
praise for his untiring efforts in the build- 
ing up of good relationships between the 
1. H. K. W. and the vast personnel of the 
TVA, 

There h a third group of men in our local 
with conditions* ideas and grievances to 
cope with ansi they are the boys on the 
TNT joii* which is made up of The flercules 
Powiler To., Stone anil Webster and sub- 
onn tractors. They hav-e gotten along very 
nicely and the job will soon tie ffnmhed. 

Goiisidering such a diversified group of 
men working out of one local* it is easy to 


ajqireciate the necessity of many meetings 
and riiecus.iions between our local union 
officers and management of the various em- 
ployers to retxiin good conditions on the 
jobs, harmony and good will belw^een labor 
and manugemenl, VVe say that it can be done 
and surely every real American will make 
every effort to do his part on the job and 
olf the job to speed the war offorl* 

Our Icjcftl union has giown from about 12 
in cm tiers in IlKib to over 4(i0 members at 
present unif are duly proud of the rec- 
ord. To attain thm membership many have 
w'orkeil hard and have been through good 
and bad times, therefore* we dw not intend 
to lose our gains if at all possible to keep 
them, 

A last thought lief (I re closing (his articles 
Buy all the bonds that you can, Bir freedom 
and peace are surely worth nvore than all the 
money and worldly goods that one coubl 
have and have them rit the price of slavery. 

W, A. IUrhjson, 

Press Secretary. 

L* r* NO* 862 . JAf'KSONV Il.LE* FLA, 

Editor: 

As 1 wTite this letter an<i glance at the 
culDUdar, it brings to mind that winter will 
soon be with us again. The leaves are be- 
ginning to fall, and for those of us who 
were lucky enough to have a few days of 
rest this summer, it is over, and soon the 
icy lircath of winter will be here again. Of 
course none of u» know w-hnt the future has 
in store and what siicrilices w'e will tie 
called on to make to win the war* but what- 
ever it may he let’s make them cheerfully 
and think of our boys at the fighting fronts. 
Think of the gallain armies and people of 
Hussiu, What a fight they are making for 
their hmmdaiul] Maybe when winter closes 
in over there it will be a blessing in dis- 
guise, but it is sure to bring hardships and 
suffering, as well as stiirv'otion to many 
thousands of people* 

But the lines of supply and communica- 
tion are being stretched mighty thin for the 
nuxis. There will be many a “Hans” and 
“Eriti:” buried under the iec and snow^ who 
will not return, their remains picked clean 
by the w'oives. 1 have a feeling that the 
breaking point will come before the king 
winter is over. fietributUm is surety com- 
ing for these people. 

Now' for a few rernurks on the home front. 

Can anyone with an ounce of common 
sense make you believe that the fanner has 
so nuiny frien<ls in Congress, and that the 
price he gets for his products are e..ough ? 
Did you ever hear of the "middle man?" He 
is the buy whet would hardly know trorn 
from cotton, potatoes from cabliage, a rooster 
from a hen. For example, the farmer sells 
his eggs at 25 cents per dojeen and when yuu 
buy them at the store they arc 55 cents per 
do^en. Who gets the difference? Let’s not be 
fooled, he’s the hoy in Washington lobby iiig. 
Has the legislative branch of our govern- 
ment lopit iti* usefulness, or will the I 'resi- 
dent, by executive order, have to settle this 
matter? The people of the G. S, A, are still 
with him as they w^ere in 11)33. This is no 
time for idaying polities. 

Brother Morrison is mailing out notices 
to members showing their memthly standing 
and asking the in embers to check their lust 
receiji't and see that the months corresponik 
This, I believe, will pmv^e a very satisfactory 
system, although the indiviiluai member is 
responsible for keeping his dues in good 
standing, 

7’he .lapa got ptenly of scrap from ua in a 
bygone tiny. Bui now let’s give it all to 
Uncle Sam and he w'ill let them have It in a 

d Efferent way, i 

Lets keep cm rolling* 

J. R. BovtE, 

Fres.s- Secretary, 
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Colonel W. E. R. CovelL USA. awarded the Army-Navy "E" emblems. Seplernber 9. to (left to 
right) John Pat^. M. J. Gardinier. president of Local No. and John Jawork as repre* 

sentatives of employees of the Manufacturing and Repair Division of Westinghouse Electric 
and Manufacturing Co.. Newark. N. J. 


L_ r, so. B-I035. NEWARK, N. J- 

Editor; 

Please publish the speech of our president, 
M. J. Gartlinier^ given at the Army-Navy 
"E” ceremonies on September 9, 


Thank you! Army and Navy Oflicers of 
the United States of America. We of West- 
inghouse, members of the International 
Brotherhood of Electrical Workers f..i>cal 
B-I035, affiliated with the American Federa- 
tion of Labor, accept this token of apprecia- 
tion in awarding to us this beautiful Army 
and Xavj^ “E” lapel pin. We pledge our un- 
divided support in the most vigorous pros- 
ecution of this war, until final victory is 
won, and assure our nation of an uninter- 
rupted flow of war materials. 

The success of our armed forces in the 
air, on the battlefields or on the high seas 
is impos-sible unless we of labor use all of 
our skill anil efforts by producing the instru- 
ments of war which you and I can and will 
make possible by the manufacturing of these 
implements on our production front. These 
must be supplied to the Army and the 
Xavy in full measure. 

With managemeint and Lnljor here in our 
plant working side by side for the same 
common cause, to speed up production and 
help destroy the .Axis powers, we have 
coordinated all of our man poiver to the 
fullest extent of our ability and capability. 

The issue Is squarely set before the 
,American people, whether the forces of the 
Axis powers, both in the East and West, or 
the forces of democracy and freedom are t#o 
survive. 

No worker among us must over shirk his 
duty or withhold from the government his 
full measure of support. To give, to work 
and to sacrifice shall be the value of our 
service in comparison with that rendered 
by our boys in the armed forces of our 
nation. 

This war is a life and death struggle. 
We are in very truth fighting for survival 


of all that we hold dlear — 'liberty, freedom 
and democracy are the principles which are 
very near and dear to the heart of every 
workingman and W'Oman, 

In this hour of need our government calls 
upon all for loyally and active support. 

By doing the job that we have done 
to achieve the Army and Navy production 
award, which is given us for a period of 
six monthij^, let us, you and T, in acceptance 
of this honor bestowed upon us, pledge to 
the Army and Xavy our continued efforts, 
w'ith our goal — to keep the flag flying 
at our plant, and may we rejoice w'ith our 
inspiration — to reach new heights in the 
field of production. 

With the w'ords best known to all of us, 
Ict^s get hack in the line of |>rod action arul 
“LET'S SHOW THEM.” 

Thank you, 

L.4UTTENCE E. Witte, 

Press Secretarj’. 


L, E, NO, 1037, WINNIPEG, MAN- 

Editor: 

Greetings from Winnipeg! 

Just a few lines to let the Brolherhood 
know' that 1037, Winnipeg, is still on the 
job, going strong, and carrying on the 
good work, 

J regret to have to record the death of our 
late Brother, E. J, Hares, who passed away 
July 10 last very sudilenly, Teddy was well 
liked fay all who worked with him, and his 
death was a shock to all our members. We 
shall miss him and his genial smile at our 
meetings in the future. Our members ex- 
tend their sincere sympathy to his relatives 
and friends. 

During the week of August 24 to 28 the 
labor unions of AVinnipeg w'ere very busy, 
receiving and entertaining the delegates 
to the Trades and Labor Congress of 
Canada in convention here at the Royal 
Alexandria Hotel. 

Some 400 delegates gathered from all ]n<arts 
of the Dominion and a few from the U, S. 


to discuss and plan how best tn make 
progress to bring about conditions worthy 
of trade unionists in a free country. A large 
number of resolutions were presented to 
the Congress, by the affiliated unions across 
Canada. So it can be realized that the 
delegates had a verj' busy time, to debate, 
and come to decisions on so many questions, 
vitally affecting the welfare of numbers 
of their own crafts, and the great mass 
of the workers across Canada. 

Local No. UI3T and the I. B. E. W. were wmlt 
represented by our delegates, Brother J, L. 
McBride, Brother Gray, Brother Kelly, 
Brother VTce President Ingles, of Toronto, 
The convention ivound up by again electing 
Tom Moore as president of the Trades and 
Labor Congress of Canada for the twenty- 
third time, and although Brother Moore is 
confined to his home by sickness, his great ex- 
perience will he invaluable at this critical 
time, and it is hoped that he will recover 
strength to continue the battle, which he has 
so long fought for the good and welfare of 
the trade unionists of Canada, 

.A. A. Miles, 

Press Secretary, 

L. l\ NO, B-1079, DETROIT, MICH, 

ElecirQfna»ter I Tina "E” Flag For High 
Achieecmenl in Production 

Editor r 

The employees of Electromaster, Inc,, L, 
U, No. B-1079, are very proud of winning 
the Army and Navy flag for their sjnall 
part in the war effort. The flag w^as aw'ardc<i 
in Detroit, Mich., September IG. 1942, at the 
factory. 

The ceremony was opened by Gerald Hu- 
lett, vice president of the company, posting 
the American flag by soldiers from Fort 
Wayne color guard. "The Star-Spangled Ban- 
ner” was played by Macdonald and his band 
while the audience stood and sang. 

The Honorable Murray D. Van Wagoner, 
governor of the state of Michigan, addressed 
the audience on Michigan's duty in the ivar 
effort. His speech was very inspiring to 
every one, 

Lou E. Holland, deputy chairman. War 
Production Board, was the next speaker, on 
the subject of small war plants ami the part 
they play in the war. 

Brig. General Paul X- English, of the 
Chemical Warfare Service, made the presen- 
tation of the Army and Navy flag of excel- 
lence. The large colorful flag was posted 
high above the factory by the Fort Wayne 
color guards. The acceptance of the award 
was made by President R. B, Marshall, 
of Electronmster, Inc,, which was followesi 
by a speech commending each employee on 
their good fellowship and teamwork in wdn- 
ning this beautiful pennant. Each employee 
received a small sterling silver pin with the 
“E” on it. 

The presentation w'as made by Lt. fJom- 
mander H. H. Davis of the U. Training 
fiohool, followed by a speechn The acceptance 
of the “E" emblems for Electromaster ein- 
ployees w*as by M. J. DePaul, president of 
Local No, B-1079. 

In closing, "God Bless America” was sung 
by the audience led by Earl R, Dettraan of 
Electromaster. 

The pennant w'as the first one to be won 
in the state of Michigan by the I. B. E, W, 
Hazel Tobin, 

Press Secretary. 


U r. NO. 1229, CHARLOTTE, N. C. 

Editor : 

President S, L, Hicks spent a good part of 
last month making trips from Charktte to 
Winston-Salem on behalf of the members of 
L. U, No. 1229 w-ho were trying to work out 
u new^ agreement w'ith the management of 
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ELK CTROM ASTER WINS "E" 


Electromaster, which made ti quick nnd effective change tu war production, had I he 
plca;sure of winnlniJ the Army^Navy "E'' award recently. Left to right: Brig. General Paul 
X. English of the Cheitiical Warfare Service: R. B, Marshall, president of Etcetromaster: 
L,t. Commander H. H. Da%4s. of the U. S. Naval Traming School, and M. J. Dtr Paul, 
presidem of L* U. N«. B-1079, who received the pins for the employees. 


Itmtio Station WSJS. ThinRs finally came 
til a head, and Brother John A. Thompson. 
T, U, rejireseiitative, came in. After a three- 
day strike, mutually satisfactory terms were 
reached and the men w'enl back to work 
antler n new* agreement* It provi<lcMj imp roved 
working coiiditions, a la per cenL wage in- 
crease, two weeks vacation, and sevemt other 
iii^provements over the last contract. 

Brothers raliahan and "Salty" Stroupe 
went over to Camp Forrest, Tenit** for the 
“Cheers From the Camps" pjekup, recently. 

With Brother Bayne back from his vaca- 
tion, the transmitter crew is ready to buckle 
down to another ivinter- 

Brother Ollie Sumnierlin is now' Warrant 
Ofiker Summerlin, stationed in the Naval 
Engineering Laboratory in Washington* lie 
WTites that he really likes the work, and the 
Navy, too* 

Newcomer to the organ ixiiUon and to 
WBT’s master control is A. 0. ("lIuster^M 
RlfhanlHorij who has replaced Brother Sum- 
merlin and thereby inherited the coveted [ ?) 
graveyard shift. Also new to L. U. No. 1221> 
are Watson Hicks fat WS.JS), and Norman 
Edwards 1 Charlotte police radio ) . 

Brothers Carey and Stone nre luith teach- 
ing engineering war training courses in 
radio communication in t'harloUe, 

Dues anybody know where we can find 
some good men with licenses? 

**0,qsY/' 

Press Beeretary. 

I.* U, NO. 12. HE SYBACTiSE, N. Y* 

Editor : 

After a ^hort rest* we tuke tf> the pen 
lignin* Much has been left behirul, and I 
regret that w*e were a little slow, but wc 
have niuch to look for\vanI to. 

♦Since our last notice, we have had an 
election of officers for the coming two years. 
These officers are as follows: President. Wil- 
liam Gilbert T vice president, Elmer Wahl; 
finaiiciHi secretary. James \V. Berriguu; re- 


cjoniing secretary, Francis Brechuc; treas- 
urer, George Markell. Brother Kdward *1, 
Peck was re-elected business manager* 

Many of our rentiers wjlt recugnixe stmie 
of these namea, nn these boys have worked 
throughout the *Stales and are w'cdl known. 

Work Is file [iti fill and we have a number of 
gooil men fr^im out of town locals with us. 
t?onie of these men are: "*Smoky” *Stauntori, 
the old W'nrrior "Kit" Hill* tlayrlen llloyt) 
BelU W, W* Wallace ("The fi corgi a Peach") » 
the Houck brothers, G, W* Dixon i How' yn* 
pardncr?L "Slim” Little* old Jim Murphy* 
Dick Barger* Frank Ownby ami "Possum" 
Mansville* 

Some time ugo w'e lost one of our Brothers, 



ROY L, FISHER 
L. U. No. 124SJ. 


Roy L, Fisher, w-ho W'aa originally from the 
Lone Star Stale. Hoy was the general fore- 
man on the ncid plant at Baldwin sville* 
N* Y,, and was well-liked and respected by 
the men. 

Local No, J2Pi is now in the swing of 
things and num arc working on defense work 
throughout the state of New York* Last 
week the local purchaaeil seven ¥L0CM> War 
Savings Bonds* making our total ? 10*00#). 
Besides this purchase* the men are buying 
bonds and stamps weekly. 

We have u great number of men now in 
the service of the United States. Good luck 
to theml 

E. R. PtvCK, 

Press Secretary. 

L. U* NO, 1250, It A PI J) CITY, S* DAK* 
E dilor : 

Ever since the I'rovo Ordnance Depot has 
been under construction electricians huve 
been coming in here without clearing into 
this local. We have Jurisdiction over this 
territory and ask that you put a notice in 
the Journal of Electrical Wobrebs ano 
Oi'ERATOftS to this eflfect* These workers are 
in violation of Section 5, Article XXV of the 
1J)4! constitution and by-laws* 

This section was particularly hard hit by 
the open shop hlilxkrieg. Our local is small 
and we haven't had Ihe lueans of dealing 
with the craftsmen who have come in. We 
want it gencrnlly known that we expect these 
men to dear in and to abide by the laws of 
the orgartization. Wc expect the various 
locals' representatives to inform the men 
ivho are working on this project of their 
violation and to inform thein to contact the 
w'riter* 

Harry Albers, 
Business Manager* 


L* r* NO* 1316, MACON, CA. 

Editor: 

We are only asking for a small apace in 
this edition, for wo are new in every respect 
and especially to the press, so we hope the 
readers hereof will not become disgusted 
before completely rending our article* We 
asked for a small space, not because we 
feel small, but just a little bashful for a 
writer. 

VVe have a mixed local union, our charter 
being installed on April y. 19-12, by Interna- 
tional Representative T. H* Payne, who has 
before am! since installation of charter 
been of great assistance to us* The electricHl 
w'ork being done in this district until this 
time had been under the jurisdiction of 
Local Union No. G13 of Atlanta, Ga* 

The following ofllcers were elected the 
same time* the charter was installed for 
the period of two years; S* P. Howmrd, 
president; J* H. Edwards, vice president; 
J. M* Parker, treasurer; J. L* Broome, record^ 
ing seeretfiry: and J. B. Pate, financial 

secretary and business manager* The execu- 
tive board consists of the above numeil 
ofliicers with M. C. Stuckey and *A. F. Long 
in addition* 

We have a memberahip of about 20D at 
the present, all defenae jobs being closed 
jobs ami most of the* shops have signeil 
agreements. One of the largest projects 
we have here, namely the Georgia air depot, 
is just about tn be completed* At the peak 
here we had between IRb and 20D men 
working, therefore We have been able to 
keep every member at urork. also to use 
some Brethren from the surrounding locals* 
These men have just completed installation 
of a new type transformer at this project, 
the first of this kind to be used in the 
South, of %vhich we are enclosing picture* 
with men who instulleil same, Hope we have 
space for that* 
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Local Union No, Htfi ie hclpinjif to fur- 
ther the war eftorU other than the mem- 
bership beinj? engn/red in defense work, 
for they voted i\t their second mcctinjtr 
t.[j bny iumds with all Our funds in excess 
of whiiL is actually needed to operate on. 
Our mem burs as indhdiiuals are Liuying 
bands every weekt they being 100 per cent 
also. 

Our regular meetings are held the second 
and fourth Wednesday nights at the L 0* 0. 
K, building. Second Street; and our office 
Is at Itoom 12, Hardeman Building. We 
invite our Brothers to visit us any time 
they might he in our fair city, 

So, leUs bid adieu for this time and hopv 
to be able to visit with the Correspondence 
Sect j on uguiii next month, giving more de- 
tails of our progress and forthcomings, 

J. B, Patk, 
Business Manager, 

L.ABOH HAS INTEREST 
WITH FARMERS 
(Cominued from page 49 U 
Other joint activities. Group medical 
associations are established in the ma- 
jority of counties served by the Farm 
Security Administration, and under an 
arrangement of a family's paying ?12 to 
^18 a year into a pool, hundreds of 
thousands of people in low -in come rural 
families now obtain medical care which 
they never enjoyed before, and the lack 
of which previously was reflected in 
disease, loss of efficiency, impairment of 
a tmee-virile strain, 

Now% they can have a doctor. They have 
pre-natal advice and they are intrtMluced 
to “well clinics,” to immunizations and 
inoculations. As they are led to these 
services, they receive also instruction 
in proper diets and the preparation of 
foods, which is part of the supervision 
which goes along with application of 
their home management plans. 

There is care also for their livestock. 
The loss of a mule or a cow is a major 
disaster for a struggling farm family 
that may not have seen in a single year 
enough cash money to buy a good mule 
and that may be set back for years when 
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the jfullspensable old quadruped dies. Vet- 
erinary cooperatives, into which the in- 
dividual farnier pays $2 to Spfl.50 a year, 
bring to him on the run a “horse doctor” 
when his mule, liis horse, his cow or hi? 
hog begins to show alarming symptoim. 

These are the hijjh lights of a progrum 
which began in an emergency, set to Ihi* 
job of helping two mitlion needy ruriti 
families to escape from relief roils ami be- 
come permanently self-supporting. The emer- 
gency phase is over, and a permanent pro- 
gram of buitiliaig stability and independence 
has taken its place, for If there is one thing 
more than any other which we have lennied 
in the last eight years, it is that the 
causes of unequal opportunity and diptrosB 
are so deep-rooted that no conceivable 
'Tuuergency” program can remove them. 

And beyon<J these highlights, the progrom 
has many other facoti^. The details which 
have been related are those of services for 
small farmers w'ho own no land of their own 
or w'ho struggle to make a living on a few 
acres to w'hirh they hold nominal title but 
which rest under burdens of debts, denied 
of development to the fullest potentjalities 
because the owner lacks resources for opera- 
tion and proper living. 

As to other things, the FSA program olTer» 
means of ownership to qualified fanners, 
through its administration of the Bankhead- 
Jones Tenant Purchase Act, Almost $J75,- 
OrtO.Ono has been loaned to nearly 30.(100 
landless farmers, under a 40 year purchase 
arrangement, for this purpose. 

The program includes a service of farm 
debt adjustment, under which burdensome 
and throttling tie bis are placed on payable 
basis (and sometimes scaled down by con- 
cUiation of creditors). It includes operation 
of subsistence homesteads and rural com- 
munities which will provide models of whole- 
Bome, cooperative existence. It maintains 
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camps for migmiiL farm families, which 
have done more than any other develop- 
ment to prgaiiij?e the service of labor supply 
lit peak seasons of ctimmercial crops, anti 
to overcome the menace of disease, explului- 
tion and social decay from the old loose tiiid 
neglectful treatnienl of a great mass of 
workers in Ihiis held. 

The point is that here stands a progriiin 
which seems to du.se rve the concern and 
support of citizens who have the welfare 
of America at heart. Organixed labor should 
look to it. help tight for it against ils 
relentless enemies, because it has a direct 
relation to the ultimate welfare of the urban 
or industrial worker- and to all citizens. 

Low rural income and lack of opportunity 
Lu enhance standards of living in rural 
spaces mean poor iliet, pour health, poor 
spirit, discontent* restlessness and conflicts. 
They mean other things of direct concuin 
to all the people, iis stated in the following 
quotation from "Farm Security Administra- 
tion,” a booklet published by the United 
States Department of Agriculture, of which 
FSA is a pari: 

'^Low incomes mean poor education, be- 
cause many rural counties cannot support 
good schools. Since one child out of every 
10 comes from the 3,009,000 farm families 
in the lowest income g^roup, the menace 
of poor education and bad health to the 
manpower of the next generation is all too 
plain. 

"Low incomes nltiu mean bad housing. 
Even in nboul 1,500,000 tenant families 

w'ere living in houses valued at less than 
$475; and ifi the South half of all farm 
owners had houses worth less than $500. 

“Worst of all* rural poverty means a 
heavy drag on our entire national economy. 
People who are trying to live on $2 a vvtmk 
cannot afford to buy much of the gomls 
made by our factories; and consequetiLly 
their low incomes lead to unemployment in 
the cities. These needy farm people rep- 
resent a huge untajiped market. If they 
could climb U|i to Ihe average American 
standard of living, their increased consump- 
tion w'ould go a long way toward putting 
industry back on its feet. Mean’while, they 
are a heavy burden to the taxpayers — more 
than 2,090.(100 farm families have been on 
the relief rolls at one time or another sinro 
1932.” 



Membors of L. U. No. 1310 who have Just completed InstaHalion of a new’ type transformer at the Georgia .*Vir Depot. 
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IN MEMORIAM 


t’lmer G. Max\v«»ll, G* No» 571 
fniCuil€d August 2(1^ 194 f 
Whereas with sorrow and regret we, the 
members of L. U. No. 574. record the pastsmg 
of our Brother^ Elmer Maxwell; and 
Whereas in the spirit of our organ i station we 
extend our sympathy to his family; therefore 
be It 

HcBoKX'd, That our charier be draped for 30 
days in his memory; and be it further 
Resolved, That copies of these resolutions 
be sent to his family, to our ofriclal Journal, 
and spread on the mmuiea of our iocal. 

J. p. AYEHS. 

E. T- PAGE, 

R, B, EVANS, 

Bremerton, Wash. Committee 


Fred BriXj 1.. F, N«* B-77 

Retristateii Decembt^r fZ, iU21 

WitJi deep sorrow and regret L. U. No. B-T7, 
records the passing of Brother Fred BriK, 

Whereas we have ^iifferud the loss of a true 
and loyal member of our Brotherhood; there- 
fore be It 

Hcsolved, That L. U. No. B-77. lender its sin- 
cere regrets to the family of Brother Brix; and 
be it furtiier 

Resolved. That a copy of these resolutions be 
spread upon the mlnute.s of our local union, a 
copy sent to our oftlcial publication and that 
our charter be draped for a period of 30 days, 
JIM CLOVER, 

ARNOLD SATHER, 

F. L. TUCKER, 

Seattle, Wash. Committee 

Wntiam >K Chiles, L. IJ, No. \n 
Imtiated June 22, 1901 

It is with a sincere feeling ol sorrow and 
regret that we. Uie members of L, U. No. 193, 
record the death of our Bi-other, William M, 
Chiles: and 

Whereas we wish to express to his family 
our deepest sympathy: therefore be it 

Resolved, That a copy of these resolutions 
be sent to his family, a copy recorded in tlie 
nilmites of the local, and a copy be sent to the 
ofncial Journal of our Brotherhood for pui)U- 
cation; and be it further 

Resolved, Tliat in hls memory our charter be 
draped for a period of 30 days. 

W. H. COLLINS. 

J. F. MEIDEL, 

Springfield, 111. Committee 


Harry Dixon, L. Ih No. 230 
Imtiated November 20, 19 

Whereas it has pleased Almighty God, in His 
infinite wisdom, to remove from our midst our 
esteemed and worthy Brother, Harry Dixon; 
and 

Whereas In the passing of Brother Dixon, 
L. U. No. 230 has lost a true and faithful 
Brother, whose deeds and noble character are 
best remembered by those who knew him best : 
be U 

Resolved, That L. U. No. 230 extend our 
ficarlfelt sympathy and regrets to the be- 
reaved family and relatives of our late Brother 
in this dark hour of sorrow; be It further 

Resolved. That we bow our heads In silent 
meditation one minute, that copies of these 
resolutions be sent to the family, a copy sent 
the ofheial Journal for publication, and a copy 
be spread on our minutes, and our charter be 
draped for a ^riod of 30 days in honor of our 
late Brother Dixon. 

C. A. PECK. 

H. L. DUNCAN, 
w. J. McDowell. 

Victoria. B. C, Committee 


Uomtlty Ihiwell Ifnth, I,. t.T No. H-1018 
JnfCtfZtcd JuIiF 27* 1940 

Whereas it is with deep sorrow and regret 
lhal we. the members of Local B-1U43. record 
the passing of our beloved friend ami member; 
therefore he it 

Resolved, That our charter be draped for a 
period of 30 clays, and a copy of this resolution 
be sent lo the Electrical Workers Jtmrmil for 
publicallon, and a copy be sent lo Uie be- 
reaved family expressing our smccre sym- 
pathy, 

VANCE R. RUNYON, 
MONICA WEINSTEIN, 

FRED GAUGEL. 

Indianapolis, Ind, ConmvUtee 

S. D. Cullender, L. U. Nn, IM36 
Reinitiated April 14* 1934 

Whereas it has pleased Almighty God, tn His 
inflnHc w'isdom* to remove from our midst our 
esteemed and worthy Brother* S, D. Callender; 
and 

Whereas L. U. No. B-136 has lost a loyal and 
faithful member; therefore be it 

Resolved. Thai L. U. No. B-136 extend our 
heartfelt sympathy and regrets to the bereaved 
family of our late Brother in this dark hour 
of sorrow: and be it further 

Resolved, That we bow our heads In silent 
modlT.aUon one minute, that copies of these 
resolutions be sent to the family, a copy sent 
the ofhcUal Journal for publication and a copy 
be spread on our minutes, and our charter be 
drapt^d for a period of 30 days in honor of our 
lale Brother Callender. 

H. S. WHISLEK, 

C. W, HARVES. 

GEORGE CHRISTOFF. 

Birmingham* Ala, Committee 


C harles De\ ine* L, U, No, H-lfiO 
initiated May S, 2937 

Wliereas ll is with the deepest sorrow that 
we, the members of L. U. No. B-lBO* pay our 
last tribute of respect to the memory of 
Brother Charles Devine, who died on Sep- 
tember 7, 1942: and 

Wliereas we wish to extend lo ihc members 
of hie f am Sly and relatives our deep nnd henrt- 
felt ayiiipntny: therefore be It 

Resolved. That we, as a body, In meeting 
assembled, stand in silence for one minute as 
a tribute lo hls memory; and be It further 

Resolved, That a copy of these resolutions 
be spread upon the mlnules of our meeting, a 
copy be sent to his bereaved family, n copy be 
sent lo our ofRcial Journal for publication and 
that our charter be draped for a period of 30 
days, 

G, F PHILLIPS, 

Minnea|:>o1is, Minn, Press Secretary 


Albcrl IF Yiiunji* L* I * No. H-lGn 
Jmtierted March 23* 1937* in L, U. No. B-292 
With a sincere feeling of sorrow' and regret, 
w'c* the members of L, U, No. E-KK), record the 
death September 10. 1942, of our departed 
friend and Brother, Albert H. Young. 

Resolved, That w'e pay tribute to hls memory 
by expressing to hls family and friends our 
sincere sympathy; and be it further 
Resolved. That a copy of these resolutions 
be sent to hls family, a copy be spread on our 
minutes* and a copy be sent to the Electrical 
Workers Journal for publication: and be it 
further 

Resolved. That the members stand in silence 
for a period of one minute as a tribute to his 
memory, and that our charter be draiwd for 
a period of 30 days. 

G. P. PHILLIPS, 

Minnen polls. Minu. Press Secrflury 


Willmtn R* Fiiremim* L, V. No* 362 
fn^tiated March 15* 1939 
Whereas it has pleased Almighty God. in His 
Infinite wisdom, to call to Himself our true 
and loyal Brother, William H. Foreman* the 
members of Local No. 362 wish lo express their 
deep sympathy and keen sense of loss to his 
bereaved family: therefore be It 
Resolved, That a copy of these res^dutions 
be sent to his sorrowing family, a copy be 
.spread on the records of our local union, and 
a copy be forwarded to our official Journal for 
publication; and be it further 

Resolved. That our charter l>c draped in 
mourning for a period of 30 days. 

LOUIS J. DUNN, 

Washington. D, C, General Chairman 


AV* W. McCormick, L. U* No* 716 
Initialed February 5, 1941 
II ifi with deepest sorrow and regret, that 
wo, the members of L. U. No. 716, pay otir last 
respects to our departed Brother, W. W, Mc- 
Cormick, who w'as killed in an airplane crash 
in line of duty fo our country; therefore be it 
Resolved* 'Hiat a copv of this resolution be 
sent to the bereaved family* a copy spread 
upon the minutes of our meeting, a copy sent 
to the ofTlciai Journal for publication, and that 
our charter be draped for a period of 30 days 
in hls memory. 

DAVID H. BFVAN, 

H. M. TURNER. 

A. V. POTTER, 

Hoiistcin. Texas. Committee 


J* F* Grab.^ki* 1... U* No, B-160 
Initiated March 27* 1937 
Whereas it is with the deepest sorrow' that 
we, the members of L, U, No, B-160, pay our 
last tribute of respect to the memory of 
Brother J. F. Grabski, who died on August 
22, 1942: and 

Whereas W'c wish to extend to the memberu 
of his family and relatives our deep and heart- 
felt sympathy; therefore be it 
Resolved. That we* as a body, in meeting 
assembled, stand in silence for one minute as 
a tribute to his memory: and be it further 
Resolved, Titat a copy of these resolutions 
be spread upon tlie minutes of our meeting, a 
copy be sent lo hls bereaved family, a copy be 
sent to our official Journal for publication, and 
that our charter be drained for a period of 39 
days* 

G. P. PHILLIPS, 

Minneapolis, Minn. Press Secretary 


Erxa lieiijamin Hininaih K* No. 21 1 
fnitiatcfl Occcaiber 7* 1934 

It is with deepest sorrow and regret Uiat 
w'e. the members of L* U. No. 214* record the 
untimely passing of our good friend and 
Brother, Erza Benjamin Hinman: therefore be 
it 

Resolved. That we In the spirit of brotherl.V 
love pay tribute to his memory- by expressing 
to his family our sincere regret and sympathy ; 
and be it further 

Resolved* Tliat we stand for one minute in 
silent tribute lo the memory of our dear de- 
parted Brother, and! that a copj' of these re.so- 
futions be sent to the family, a copy spread 
u^n the minutes and a copy be sent to our 
omcial Journal for publication; and be it 
further 

Resolved, That our charter be draped for a 
period of 3t) dav$ in hia memory. 

C. H. FOOTE. 

S. PENNINGTON, 

B. E. MILLER. 

Chicago. Til. Committee 


J. L. Barren* U U, No. 716 


Initiated August 16* 1934, m L. U, No, iJ8 

It i^ with deepest sorrow and regret ihat \vc* 
the members of L* U. No* ?I6. pay our last 
respects to the memory of our late Brother, 
J* L* Barrett, whom Almighty God. in His In- 
finite wisdom, has called from our midst; 
therefore be it 

Resolved, Thai vve extend lo the bereaved 
family oui" heartfelt sympathy in this loss; and 
be it further 

Resolved. That we drape our charter for a 
period of 30 days, that a copy of these resolu- 
lions be spread upon the minutes of our meet- 
ing, and a copy sent to the official Jo urn ill for 
publication. 

DAVID H. BEVAN, 

H. M. TURNER, 

A. V. potter, 

Houston* Texas, Committee 


J* R. Miillcry, t.. U* Nn* Tlfi 
DdUated November 27* 1929 
Whereas .Almighty God. in His infinite wis- 
dom* has called to his eternal rest our worthy 
Brother, J. R. Mallery: be it 
Resolved* That we pay tribute to his memory 
by expressing to the bereaved family our 
heartfelt sjmipathy in the loss of their loved 
one: and be tl further 

Resolved, That a copy of these resolutions be 
spread upon the minutes of our meeting, a 
copy sent to the family, a copy sent to our 
official Journal for publication, and the charter 
of our local union be draped for a period of 30 
days, 

DAVID H. BEVAN, 

H. M. TLTRNER, 

A. V. POTTER. 

Houston* Texas. Committee 


t'la fence Hcr^ey, L, V. Nii. 230 
Initiated ApHI I4* 1924 
Whereas it has pleased Almighty God* in Hls 
infinile wisdom, lo remove from our midst our 
esteemed and worthy Brother, Clarence II er- 
sey; and 

Whereas in the passing of Brother Hersey 
L. U. 230. has lost a true and faithful Brother* 
whose deeds and noble diaracter are best re- 
membered by those who knew him best; be it 
Resolved, That L. U. 23(1 extend our heartfelt 
sympathy and regrets to the bereaved familv 
and relatives of our late Brother in this dark 
hour of sorrow: be it further 
Resolved, That we bow our heads in silent 
meditation one minute, that copies of these 
resolutions be sent to the family, a copy sent 
the official Journal for publication and a copy 
be spread on our minutes, and our charter be 
draped for a period of 30 days in honor of our 
late Brother flcrsey. 

C. A. PECK. 

H, L, DUNCAN 

W. J. MCDOWELL. 

Victoria, B. C. Committee 


The Journal of ELECTRICAL WORKERS and Operalors 




S. E. West mark, L. U. No. 67fi 

7nitia£ecl JtiTie 5, l$3T 

It Is vvith great sorrow and rogret that wc, 
the members of L. U- No. 67 6 ► record the pass- 
ing of our Brotherp S. E, Westmark: Iherefore 
be it 

Resolved, That we. in the spirit of brothorly 
love, pav tribute to his mejnory by expressing 
to his family our sincere regret and sympathy: 
and be it further 

Resolved, That our charter be draped for a 
pi^riod of 30 days in his memory; and be It 
further 

Resolved* That a copy of these resolutions be 
sent to hjs family, a copy be sent to our 
ofheial Journal for publication and a copy be 
spread on our minutes, 

J. M* GODWIN* 

W. N. GLENN. 

C. THOMAS. 

Pensacola. Fla. Committee 


Fred Stune„ L, U. No* 56S 
Jnittafeci October 19^1 
’Whereas it is with deep sorrow that we* the 
members of L. U. No. pay our tribute of 
respect to the memory of Brother Fred Stone: 
and 

Whereas we wish to extend tn the members 
of his family and relatives our deep and licart- 
fell sympatny: therefore be it 
Resolved. That we. an a body, in meeting as- 
sembled. stand in silence for one minute as 
a tribute to his memory; and be it further 
Resolved. That a copy of these resolutions be 
spread upon the minutes of our meeting, a 
copy be sent to the bereaved family, a copy 
be sent to our ofiRcial Journal for publication, 
and that our charter be draped for a period of 
30 day’s. „ 

A. S. MacFARLANE* 

Montreal* Que. Recording Secretary 

Frank Bettin* L. No* B-TiD 
f»ifiatcci January 4^ J9.7S 
It is with the deepest sorrow and regret that 
we, the members of L. U. No. B*749, record 
the passing of our Brother, Frank Bcttln; 
therefore be it 

Resolved. That we pay tribute to his memory 
by expressing to his relatives our heartfelt 
sympathy in the loss of their loved one: and be 
it further 

Resolved. Tliat a copy of these resolutions 
be sent to his sister. Mary Bettm Sa;ewCEyk, 
with w^hom he resided, a copy to be spread on 
the minutes of our local union, and a copy to 
be sent to the official Journal of our Brother* 
hood for publication. 

CLIFFORD WETCHEN, 

La Crosse, Wis* Fmancial Secretary 


\!ictiael Pes^ko, L. U. Nm 817 
fnitioted May 7, 1929 

Wlrereas God. in His inftnile wisdom, has 
seen fit to take from our midst. Brother 
Michael Pesko; and 

Whereas his passing to eternal reward has 
deprived this local union of a loyal Brother: 
therefore be it 

Resolved, That this meeting stand for one 
minute In silent tribute to his memory; and 
be it further 

Resolved, That the charter be draped for a 
period of 30 days: and be it further 

Resolved. That we at this time express our 
condolences to the family of Brother Pcsko 
in their bereavement : and be it further 

Resolved. That a copy of these resolutions be 
incorporated In the mmutes of this local union; 
a copy sent to the family of the late Brother 
Pesko' and a copy to the It^ternataousl OfRcc 
for publication in the Electrical Workers 
Journal. 

Requiescat in pace. 

JA^rfES HAYF^S. 

JOHN J. CONWAY. 
JOHN METZ, 

LOUIS GLOCKER. 

N e w York , N , Y . Com m 1 1 tec 


Harry Cnnitii, fi. U. No* IL702 
Jnf tiated April H, 11)4/ 

It is with sorrow and regret that we. the 
members of L. U. No. B-702. record the passing 
of our Brother. Harry Conlin, who passed 
away .August 22, 1942; therefore be it 
Resolved* Thai we* the members of L, U. No, 
702. pay tribute to his memory by expressing 
to his family our sincere sympathy; and be 
it further 

Resolved, That our charter be draped for a 
period of 30 days in respect to hie memory, 
and that a copy of these resolutions be sent to 
his family, a copy be sent to the I B.E.W. 
Journal for publication* and a copy be spread 
on the minutes of our next meeting, 

J. O, JONES. 

VERNON SPENCER. 
CHARLES NORRIS. 

’tYcst Frankfort. 111. Committee 


A. H, Rydt^r, L* I :* Nck 519 
fnltJated July I, 1931 

It Is wit it deep feeling uC sorrow and regret 
that we. the members of L. U. No, 549. record 
tl\e passing of our Brother* A, B. Ryder. 

In fraternity, we extend to his loved ones 
our lieartfcll sympathy and assure them that, 
so for as we may. we share their grief, for he 
was our Brother, 

The chartex- of L. U, No. 549 shall be draped 
for a period of 30 days, and a Cispy of tills 
tribute to the niemory of Brother Ryder sholJ 
be spread on the minutes of our meeting. A 
copy shall also be sent to our Journal for pub- 
iicalion. _ 

JOHN GRANT. 

Huntington. W. V’a, Recording Secretary 


Jlarry W* Merehanr, L* F* N«. JLlOfil 
Hiiriatcd Map 27* 1941 

it is with deepest sorrow and regret that we, 
the members of L, U, No. B-lOfil. record the 
death of our esteemed and worthy Brother, 
Sgt, Harry Merchant; and therefore be it 
Resolved. That we. the members of L, U. No* 
B-lOOl. pay tribute to his memory by express* 
ing to his relatives our heartfelt sympathy In 
this hour of sorrow: and be il further 
RGHolved, That the members stand in silence 
for a period of one minute as a mark of re- 
spccl; to him: and be it further 
Resolved* That a copy of these re.solutlons be 
sent It) his family and a copy be sent to the 
Electrical Workers Journal for publication, 
Cincinnati, Ohio. Commillee 


Harry 1^1 art in, I'* No* lt-9 

fnitiated April 26* W29 

In recognition of the long and faithful serv* 
ices of Brother Horry Martin, the members of 
L, U. No* B-9 wish to express their profound 
sorrow in the knowledge of his death and their 
deep appreciation of his untiring efforts as a 
ntember of this organization. 

With this sense of Brotherhood loss is 
mingled our deep sympathy for his sorrow- 
ing f*aml1y. 

WILLIAM MARTIN. 

WH IJAM SHAT K. 

IIAHRY SLATER. 

Chicago* 111, CommiUec 


.Joseph Fink* I.* F* No* IMI 
IiiffTafed rcbmeiry J6, 19,77 


Il is with profound sorrow thal Local No. 
B-9 records the death of Brother Joseph Fink, 
who was a member of this organization for 
the past five vears. 

Mr. Fink brought to this organization an 
Interest* zeal and intelligence rarely met with* 
and recognizing our debt to him we take this 
means of acknowledging his unselfish service. 

With this sense of loss to our Brotherhood is 
mingled our deep sympathy for his sorrow- 
ing family. 

CY. QUINLAN, 

FRANK LAMBERT. 

HARRY SLATER. 

Chicago, 111. Committee 


bklward Dugan, I** IL No* 0*1 Oft 1 
fnitiated Jiure *77, 1937 

H is with deepest sorrow and regret that 
we, the members of L. U, No. B-1061, record 
the death of our esteemed and worthy Brother, 
Edw^ard Dugan: and therefore be It 
Resolved. That we. the members of L. U. 
No. B-1O0L pay tribute to his memory by ex- 
pressing to his relatives our heartfelt sympathy 
in this nour of sorrow: and be It further 
Resolved. That the members stand In silence 
for a period of one minute as a mark of re- 
spect to him: and be it further 
Resolved. That a copy of these resolutions 
be sent to his family and a copy be sent to the 
Electrical Workers Journal for publication. 
Cincinnati, Ohio. Committee 


Hamid Newman, L. IT* No* B-9 

fniEifitcd Anpu.'ff 7* T977 

Whereas Almighty God. in Hia Infinite wis- 
dom. has been pleased to take from oiir midst 
our esteemed ond worthy Brother* Harold 
Newman: and 

Whereas L, U, No. B-9 has lost in the pass- 
ing of Brother Newman one of its true and 
loval members; tlierefore he It 

HesoK'ed, Thai L, U, No. B-9 hereby ex- 
presses its deep appreciation of the services 
given to our cause by our late Brother, and 
our sorrow in the knowledge of his death: and 
be It further 

Resolved, Tliat a copy of these resolutions 
be sent to the family of our deceased Brother, 
a copv be spread on the minutes of our T*. U* 
No. B-fl* and a copv be sent to the ofRciat 
Journal of our Brotherhood for nublieaUon. 

AT, BERT FARMER. 
EDWIN E. SAGER, 

HARRY SLATER. 

Chicago* 111. Committee 


George Willis Scripture* Jr.* L* LL No, 581 
Inittnted April 21* 1925 

Whereas we, the members of L. U. No. 581* 
with sincere feeling of sorrow and regret, 
record the passitig of Brother George Willis 
Scripture. Jr*, on September 1. 1942; therefore 
be it 

Resolved. Ti)at we express our sympathy to 
the family who mourn his loss, and that a 
copy of this resolution be sent to his family, 
a copy spread upon our minutes* and a copy 
submitted to our ofTicia] Journal for publica- 
tion . and that our charter be draped in his 
memory for a period of 39 days. 

FLOYD L. FREbERiCKS, 
ALFRED L. KJCE. 

CHARLES E. WARD, 

ALBERT SHEA* 

MorristovTi, N* J. Committee 


Albert K_ Lawrence* L* IL No* H-1061 
Imtiotcd June 29, J977 

It is with deepest sorrow and regret that we. 
the members of L. U. No. B-lDfil* record the 
death of our esteemed and worthy Brother, 
Albert E. Lawrence; therefore be it 
Resolved. That we* the members of L. U. No. 
B-lOOl. pay tribute lo his memory by express- 
ing to his relatives our heartfelt sympathy in 
this hour of sorrow: and be it further 
Resolved* That the members stand In silence 
for a period of one minute as a mark of re- 
spect lo him: and be It further 
Resolved. That a copy of these resolutions be 
sent to his family and a copy be sent to the 
Electrical Workers Journal for publication. 
Cincinnati, Ohio. Committee 


William ^Innahan* L, U- No. B-145 

RcintCtufcd April 39* J92fi* in L. U. No* 2 
It is with a sincere feeling of deep sorrow^ 
and regret that we, the members of L. U. No. 
B-145. record the death of our friend and 
Brother* William Monahan. August 14. 1942: 
therefore be U 

Resolved. That we extend our sympathy to 
the bereaved family In this time of their great 
sorrow; be it further 

Resolved. That a copy of these resolutions 
be spread upon the records of our meeting, a 
copy be sent to oiir official Journal for publi- 
cation. and that our charter be draped for a 
period of 30 days. 

*1. E, WOOD. 

LEO PAULSON* 

R. J. WINTERBOTTOM, 

Rock Island, 111. Committee 


Greeley C. I)cl*ew, L* U. No. B-9 
fniiiated December 19* J974 

( lay! nil F, Lucas* L, IL No. B-9 
Jnitialed December I* J9JS 

Henry Liiblow* [j* U. Nn. B-9 
fnitiated Novemher 19* 1934 
Whereas God, in His divine providence, has 
called from their earthly labors the above 
named members and our esleemed co-workers: 
and 

Whereas as wo deem it fitting and proper 
that the members of Local B-9 offer a tribute 
to the memories of those who have been loyal 
to our Brotherhood and our country, faithful 
friends and Brothers: therefore be il 
Resolved. That the sincere sympathy of the 
membership of this local union and the mem- 
bership of the International Brotherhood of 
Electrical Workers is hereby extended to their 
bereaved families. 

AI.BERT FARltiER. 

EDWIN E, SAGER, 

HARRY SLATER, 

Chicago, HI Committee 


John ('olstnn, L. IL No. 817 
Heinitiated February 15, 1927 
Whereas Almighty God in His omnipotence 
has seen fit to take from our midst. Brother 
John Colston* of this local union; and 
Whereas in his passing to eternal reward, the 
International Brotherhood of Electrical Work- 
ers has parted with one of its most faith- 
ful members: therefore be It 
Resolved, That the meeting stand In silent 
tribute to his memory for a period of one 
minute; and bo il further 

Resolved, That the charter of this local be 
draped for a period of 30 days: and be it 
further 

Resolved, That we extend our sincere sym- 
pathy to his bereaved familj^ a I this time, and 
that a copy of these resolutions be incorpo- 
rated In the minutes of the local union: a copy 
sent to the family of the late Brother Colston 
and a copy to the International Office for pub- 
lication fn the Electrical Workers Journal. 
Requiescat in pace. 

JAMES HAYES* 
WTLLIAM LOUIS. 

EMIL HAJEK, 

G, BROPHY, 

New York. N. Y. Committee 


OCTOBER, 1942 
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IT. L. llriicy, I.. U. No. B-Mfi 

NotJember 20, 2037 

It is with dei'P^st sorrow and rt5Krol that 
we, the members of L. U. No* B-446. record 
the passing of our worthy treasurer. Brother 
Hugh L. Bracy: therefore be U 

Resolved. That we pay tribute to hb memory 
by expressing to his family our sincere sym- 
pathy; and be it further 

Resolved. That a copy of these resolutions be 
sent to his family, and a copy sent to the Elec- 
trical Workers ilournal for pubhcation; and 
be it further 

Resolved, TViat in his memory our charter 
he draped for 30 days* 

W. S. ADCOCK, 

W. M. LOVE. 

O* W. FISHER. 

Mon roe . La . Comm ittee 


Frank Hgan, L* F* No, B-T09 
iTiitialed Nouember 26» 2915 in L, I/, No* B-I 
It is with deep sorrow' and regret that we, 
the members of L, U, No. B-309, record the 
passing of Brother Frank Egan: therefore be it 
Resolved, That we pay tribute to his memory 
by expressing to hi^ family our sincere sym- 
pathy; and be It further 

Resolved, That a copy be spread on our 
minutes and a copy of these re*solution3 be sent 
to his family, a copy be sent to the Electrical 
Workers Journal for publication; and be it 
further 

Resolved. That in his memory our charter be 
draped for a period of 30 davs. 

L. G. kTTNDER, 

ROY CAMERER. 
GEORGE FISHER* 

E* St. Louis* 111. Committee 


CharlcH F. SlagJe» L* IL Nn, li-9 

Initiated April 15, 1510, in L. U, No. 45 

With profoutul sorrow the members of L* U. 
No. B’'9 record the death of one of Its most 
earnest and stcalous members. Charles F. 
Slagle* 

Brother Slagle W’as a member of this organi- 
zation for 26 years, and he was ever ready to 
advance its usefulness by material contribu- 
tions, as well as by his wise counsel and en- 
thusiasm for its aims* 

With the sense of his loss to our Brotherhood 
Is mingled deep sympathy for the members 
of his sorrowing family. 

THOMAS CUHRAN. 
harry KLEIN. 

HARRY SLA'rEH. 

Chicago. 11], Committee 


John II, Uiid, L. U. No, 
fniffated March 25^ 1938 
Whereas Almighty God, In His wisdom, has 
seen fit to call from our midst our esteenned 
and worthy Brother, John H. Lind, who has 
been a true and loyal Brother of L, U. No* 
B-3&8: therefore be it 

Resolved, That we pay tribute Vo his mem- 
ory by expressing to his family and friends 
our sincere sympathy; and he if further 
Hcsolvcd, Thai a copy of these resolufions 
be sent to the family of our late departed 
Brother, that they be spread In full upon the 
minutes of L, U. No. B-3a8. and a copy be sent 
to the Electrical Workers' Journal for pubfica- 
lion; and he d further 
Resolved, Tliol the members stand in silence 
for a period of one minute, and our charter 
be draped for 3tt days as a tribute to his 
memory . 

Charleroi. Pa. COMMITTEE. 


*fohn ( nniiii, L* U, No, 1L5S 
Jmtioteri Ocfol>er 23* ISRJ. iTi L. U, No. 55 
Whereas it lias pleased Almighty Gi>d. in Hi.s 
infinite wisdom, to remove from our midst our 
esteemed and worthy Brother, John t. Tack I 
Cronin, 

Whereas In the passing of Brother Cronin 
L, U. B-53 loses a true and faithful Brother 
whose kind deeds, noble character, and loyalty 
to the cause of his devotion, will always foe 
remembered by those who knew' him best: 
be it therefore 

Resolved. That t*, U- B-53 bow our heads in 
silent meditation for a period of one minute 
in general assembly and that W'C extend our 
heartfelt sympathy to the bereaved family and 
friends of our departed Brother in this dark 
iimir of sorrow; be it further 
Resolved. That a copy of these resolutions 
be sent to the bereaved family. « copy sent 
the offich'i] Journal for publication end a copy 
be spread on the mlmites of our local meeting, 
and that our charter be draped fora period of 
30 davs in honor of the metnory of our de- 
parted Brother John fJacki Cronin, 

D. C. MOSBY. 

WILLIAM BURKREY, 
JOSEPH CLOUGH I, EY, 
Kansas City. Mo. Committee 


Trunk W, McGinley* L. IL No, IWm 
Initiated Juue 6* 1939 

To Local No* 292, ngam falls the sorrowful 
necessity of reporting the passing away of an 
esteemed member. Brother Frank McGinley; 
therefore be it 

Resolved, That we express our sincere sym- 
pathy to his family: and be It further 

Resolved, Thai a copy of these resolutions 
be sent to the family of the deceased, a copy 
be spread upon the minutes of our local lodge, 
a copy be sent to the Electrical Workers 
Journal for pubJicatton; and he it further 

Resolved. Thai our charter be draped for a 
period of 30 days in his memory. 

W1L2 JAM DUNPHY, 

Minneapolis, Minn. Press Secretary 


Thomas Mullen. L, F, No, Ti-292 
Initiated July 7, 1938 

With a sincere feeling of sorrow' and regret, 
we. the members of Local No* 292, pay our 
last tribute of respect to the memory of 
Brother Thomas Mullen; Iherefore be 11 
Resolved, That we express as best we con 
to his w'lfe our heartfelt sympathy in her up-* 
timely loss; and be It furtlier 
Resolved, That our charter be draped for n 
period of 3t) days in his memory; and bo i1 
further 

Resolved, That a copy of these resolutions be 
sent to the family of our late Brother, a copy 
bo spread upon the minutes of our local lodge, 
and a copy be sent to the Electrical Workers 
Journal for publication, 

WILLIAM DUNPHY* 

MinneaiHilis, Minn. Press Secretary 

II* S. Stearns, L, V, No, B-l2o 
HeinHiatcd July 23* 1922 
The membership of L* U* No. B-125 is sad- 
dened,. and impressed wfith a deep sense nf 
losK by the passing onward of Brother IT. S. 
Stearns. 

Long an active member, and a past president 
of the local, his Influence and particibation In 
our meetings W'llI be greatly missed. The asso- 
ciations and f riendships formed over so long a 
period of time are not broken without shock 
and lasting regret. 

To his bereaved family we express? the sin- 
cere and heartfelt SjTnpathy of mutual loss, 
for he was oiir Brother. 

in memory of Brother Steams, the charter 
of L, U, No. B-125 shall be draped for a period 
of 30 days and a copy of this tribute shall be 
spread upon the minutes of our meeting, 
(jopics ai^io shall be sent to the loved ones left 
behind, and to our Journal for publication. 

PATRICK W, O CONNOR, 

JOHN A, HAY, 

FRANK A PETERSON, 

Portland. Oreg. Committee 


John F. Carey. L. F, No, H-309 
iTiftiated November 3* 2935* tn L* V. No. 3()J 
With a sincere feeling of sorrow and regret 
w'c, the members of L. U. No* B-309, record the 
passing of Brother .Tohn F. Carey: therefore 
be it 

Resolved, That we pay tribute to his memory 
by expressing to his family our sincere sym- 
pathy; and be it, further 
Resolved, That a copy of ihese resolutions 
be Kent lo his family, a copy be spread on our 
mlnute*s. and a copy sent to the Electrical 
Workers Journal for publication: and he it 
further 

Resolved, Tliat the members stand in silence 
for a period of one minute as a tribute to his 
memory, 

L, G. KINDER 
ROY CAMKREK, 
GEORGE FISHER. 

E. St. Louis. 111. Committee 


Hoy L, Fisher* I., U, No. 1219 

Rcimfifited October 15, t9.13, m L. U. No. 35 

Whereas it has pleased Almighty God, In His 
infinite w'isdom, to remove from our midjit 
our W'orthy Brother, Roy L, Fisher; 

Whereas in the pa.ssmg of Brother Fisher. 
L. U, No* 1249 has lost a true and faithful 
union man whose works and Ideals will long 
foe remembered by all who worked with him: 
therefore be it 

Resolved. That L, U* No. 1249 extend their 
heartfelt sympathy and expressions of regret 
to the bereaved family and friends of our late 
Brother in their dark hour of sorrow' : and he 
it further 

Rosnlved, That w'c bow our heads in medita- 
tion for tw'o minutes, that copies of these 
resolutions be sent to Ills family, a copy sent 
to the olHcial Joumnl for publication, a cony 
be read at our meeting, and our charter be 
draped for a period of 3h days in honor of 
our Brother, Roy L. pisher- 

Wn.LIAM GILBERT. 
FLOYD CURTIS, 

ALLE2^ DENCE* 

Syracuse, N. Y. Committee 


Will lit m Hhillips, L, IJ, No. B-S6 
RelnUfwtcd September 24, 2937 
It is with deep sorrow and regret that wc, 
the members of L. U. No. B-86, record the 
passing of our Brother* William Phillips; 
therefore be U 

Resolved, That w'e pay tribute to his mcmoi-y 
by expressing to his family our sincere sym- 
pathy; and be it further 
Resolved, That we drape our charier for a 
period Of 30 days, and thal a copy of these 
resolu lions be spread on ihe minutes of our 
meeting; that a copy be sent to tils bereaved 
family, and that a copy be sent to the official 
Journal of the BroUierhood for pvibllcaUon, 
H. BULLEN. 

A. REED. 

Rochester. N, Y. Committee 


C\ L* Grigsby* L, F, Nn, 92(1 
Jmliated March J0» 1942 
It is with deep sorrow and regret that we. 
tJie members of L. U. No. 920, record the pass- 
ing of our Brother* C, L. Grigsby; therefore 
be it 

Resolved, That wc pay tribute to his memory 
by expressing to his family our sincere sym- 
pathy; and be it further 
Resolved* That we drape our charter for a 
period of 30 days, and that a copy of these 
resolutions be spread on the minutes of our 
next regular meeting* and a copy be sent to 
his bereav'ed family* and that a copy be sent 
to the ofiicial Journal of the Brotherhood for 
publication. 

E. L McKINNEV, 

W. T, COMER, 

R. B* GALBRAITH. 

R. P. KING, 

Abilene, Texas. Commillcc 


(:. L. Fiark* L* II. Nu. 571 
Jmtinted June 23* I9IS* in L. U* No. 449 
Wherea*^ in deep sorrow and regret, we, the 
members of L. U, No* 574. pay our last re- 
spects to our worthy Brother, G. L, Clark, 
who since 1918 has constantly w'orked for the 
advancement of the Brotherhood: and 
Whereas we extend to his family our heart- 
felt sympathy In this their loss, which wc 
share with I hem; now tlierefore he It 

Revived, That we stand in silent tribute for 
one minute, and our charter be draped for 30 
days in his memory; and be it further 
Resolved, That a copy of these resolutions 
be sent to his family as an expression of our 
sympathy, a copy be sent to our ofTtcial Jour- 
nal for publication, and a copy be recorded 
in the minutes of our meeting. 

FREDERICK J, AHLFS, 
JAMES W. dauber. 
GEORGE P. LOCKWOOD. 
Bremerton. Wash, Committee 


Lm d T* Beck* L. F. No. 15-925 

fnitkited FeUnmry 23, 1939, in L. LL No, 

It is with deepest sorrow and regret that 
we* the members of L* U. No. pay om 

last respect,^ to our late Brother. Ijuyd T. Beck, 
whom God in Tils infinite wisdom has called 
from our midst. 

Wc extend to his wife and family our heart- 
felt sympathy in this their losa. which to a 
large extent we share. 

We shall drape our charter for a period of 
39 days in memory of Brother Beck* and a 
copy of this shall be written in the minutes 
of the meeting, a copy shall be sent to his v\ife, 
and one shall be sent to our Journal for nub- 
lication. And we shall stand in silence for a 
period of one minute* 

JAMES FERGUSON. 

J. L. WKAVEH. 

H. C, LUEBBERT. 

Grand Junction, Colo. Cnmmhtee 


IMiltcm Bfmiller* L. F* Ni»* 15-59 

rnitzateil February B, 3934* in h. V, No. B^50 
Whereas Almighty God, m His infinite wis- 
dom. on September 13. 1942. called lo eternal 
rest our worthy Brother, Milton Roulller: 
Resoived, Thai we pay tribute to his mem- 
ory by expressing to his relatives our heartfelt 
sympathy in the loss of their loved one: and 
be It further 

Resolved. That a copy of tliese re?=oliitions 
be spread upon the minuto,s of our meeting, a 
copy be sent to his bereaved family, a copy 
be sent to our ofilcial Journal for publication, 
and our elm r ter be draped for a period of 30 
davs; and be It Further 
Resolved. That the metribers stand in silence 
for a period of one minute as a tribute to his 
memory . 

MIKE PAGLIAROTTI, 

J. J. GAI.l.AGHER. 

FRANK SCHOOP. 

Oakland, Calif, Committee 
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St 8 


Dan id Pre(t% I.. V. No. 

August 29 ^ W3^ 

II Is >vltlv sorrow and resx'fl that wa, the 
membe^r.s t>f L. U. No. I03, moui u tla* passuxA? 
of Brother Dame! Prete from our mldat: there- 
fore be it 

Hesolved. That wc pay tribute to his mem- 
ory by draping our charter for a period of 
30 days, and in the inndeauafe maimer of men 
offer condolence to bis faiinlly: and be it 

HesoKed. That a copy of these resolutions 
be sent to his family and a copy to Electrical 
Workers* Journal, 

GEORGE GEBIIAEDT. 

FRED BROWN. 

MALCOLM NELSON, 

Wilkes-Barre, Pa. CaiTurLlttce 


.liMcph AmH forth U, Nti, BBi'j 
Rcinltfofcd Februory iS, 194J 
Wherea^v God, in His infinite wisdom, has 
seen fit to take unto himself our dearly be- 
loved Brother, Major J. Ashford, and Left an 
unflllable. void eap tti our iiisdsl , and 
Whereas Brother Ashford has been a true 
and loyal member of this local union from 
the day of hi.% initiation : therefore be it 
Resolved. That the chatter of this local union 
be draped for a period of 3d days in his re- 
membrance; and be it further 
Resolved, That a copy of these resolutions 
be sent to the Electrical Workers Journal for 
publication, a copy spread on the minutes of 
the locaU and the original sent to the family 
of «ur beloved Brother, 

M. F. POLLARD, 

S, J. BABIN, 

C. S. GREELV* 

Baton Rouge^ La. Committee 


Leo K* Shelton* L* U* Xo* Sl2*l 
fnl ttaled Atipu^t 153G 

Ii is with deep sorrow that we, the members 
of L, U. No. 023, record the death of Brother 
Leo K. Shelton, wi\o passed from our midst 
August 26, 1942. 

Whereas in the deatii of Brother Shelton we 
feel the loss of a sincere friend and a loyal 
tnember: and 

Whereas it is our desire to express to his 
family and relatives our deepest sympathy 
in this hour of sorrow; therefore be it 

Resolved, That a copy of these resolutions 
be sent to his family, a copy be spread on the 
itiiutiles uf oui kjcal union, and a copy be foi- 
warded to our ofticial Journal for publication; 
and be it further 

Resolved. That our charter be draped for a 
period of 30 days in memory of Brother 
Shelton 

R. M. BALLARD. 

J. A. ADAMS. 

J, E, DOWD, 

C. C. HAMMETT. 

Aueuata. Ga, Committee 


Euj^eiic E, I'nrU^r, L. U* X"o. 113 

riihtaCctf Juli/ 6, 1923 

It i£ with deep sorrow and regret that we, 
tiie members of L. U. No. 413. record Ihc pass- 
ing of our Brother. Eugene E. Porter; there- 
fore he it 

Resolved. That we pay tribute to his mem- 
ory by expressing to his family our sincere 
sympathy: and be it further 

Resolved, That we drape our charter for a 
period of 30 days, and that a copy of these 
resolutions be spread on the minutes of our 
meeting; tliat a copy be sent to his bereaved, 
family, and that e copy he sent to Ihc official 
Journal of the Brotherhood for publication. 

L. GORDON. 

H. LANGMACK. 

D. MILNE. 

Sonia Barbara, Calif. CommilteHi? 


If, E* Wiisoii, L. r. No. 70H 

Ziiitirited Atipu^f 5, 193$ 

We. tin; 1 1 lei libel's of L, U. No. 7Utl, with sor- 
row and regret, record the passing of Brother 
R. E. Wilson, who died July 30, 1942: therefore 
be It 

Resolved, That we pay tribute to his mem- 
ory by cxprci^.sing to hla wife and relatives our 
heas tfclt sympathy; and be jl further 
Resolved, That we drape our charter for a 
period of 30 days in memory of Brother WiL 
son. that a copy of these resolutions be wTitten 
111 the minutes of our meeting, a copy sent to 
his family and one to our Journal fm 
publication. 

C. M, WOODWARD. 

H. W, BOYLE. 

M. IL LEHMAN. 

Dei 1 vei , Co U* , Comm i t t ee 


Ijcmuird Xess* L* T- Xo. W53 

Initiated October 1, 1937 
II Is with a sincere feeling of deep sorrow 
and regret that we, the members of L. U. No. 
953, record the death of our friend and Brother, 
Leonard Ness. August 25. 1942; therefore be it 
Resolved, That we extend our sympathy to 
the bcrea%«^ed family in this time of their great 
sorrow: be It further 

Resolved, That a copy of these resolutions be 
spread upon the records of our meeting, a copy 
be sent to our official Journal for publication, 
and that our charter be draped for a perioid 
of 30 da vs. 

W. A. FOSTER. 

Eaii Claire, Wis. . President 


l)i:.\TH CLAIMS PAID FROM SFI>- 
I'EMIJKIt 1 TO SEPTFMItKIt 
30, 1912 


L, r* 

.Vawte 

Aaio««l 

765 

R. S* Cox . 

$300.00 

221 

Thonias; Foy 

1*000.00 

574 

E. S. Maxwell 

300.00 

292 

F. W. McGinley 

650.00 

717 

D. B* Keith 

1,000.00 

231 

V* 0, Ryan 

300.00 

134 

J* IL Frank 

1,000.00 

I. 0* ( 131 

) S. G. Post 

1,000 .00 

581 

(L W, Scripture 

1,000.00 

r. 0 . 1 04 ] 

1 Charles Mueller 

1,000.00 

794 

F, Ruftice 

1,000.00 

95 

1. G. J arm ill 

300,00 

67il 

81* E. Westmark 

825,00 

I.U. IKITI 

t John L. Colston 

LOOO.OO 

953 

Leonard Ness 

825,00 

479 

Roy Lee McDaniel 

LOOO.OO 

68 

J. G. Kline 

1,000.00 

125 

n. S, Stern 

1*000,00 

124 

I. Jewett 

1,000.00 

77 

*A, A* Limihalm 

300.00 

134 

l*etei' Romiey 

1 ,000.00 

103 

Joseph B. Cullen 

300.00 

103 

IT I\L DrpTc 

LOOO.OO 

L O* (fn 

J* A. Swaney 

LOOO.OO 

LO. a8fi),L A* Man lev 

300.00 

81 

K. I. Williams 

1*000.00 

792 

C* H„ Conlin 

300,00 

716 

,L L. Barrett 

1*000.00 

309 

J. F. Carey 

1*000*00 

9 

H. W. Martin 

1 *000.00 

L 0. (3) 

.1. E. Soons 

500.00 

749 

Frank Beltin 

825.00 

1* 0. (ITS] 

Leroy B. Kyrk 

1.000.00 

73 

J. L, Balduc 

1 .000.00 

98 

.lames F. Fite 

1 .000.00 

im 

D. Y. LofOm 

650.00 

,i00 

W. If. Arm.’strong 

1,000.00 

3 

Joseph Galiagher 

500.00 

1113 

\\\ M. Chiles 

1 *000.00 

39 

W. 0. Stetson 

300.90 

TOH 

R. E. Wilson 

825,09 

I. O. (831 

J* W* Tucker 

LOOO.OO 

180 

Forrest W* Crawford 

LOOO.OO 

n 

i ’harles F* Slagle 

1 .000.09 

214 

E. B. Ilinman 

Lonn.ofl 

LO* (*333) 

F. S. Rogers 

1 ,0(19.00 

3 

John Kristensen 

1 ,000.00 

L O* (107) r. B. Stevens 

1 ,000.00 

r. 0* (38 ) 

Chtirles C. Call 

1 ,000.00 

9 

S. E. *Rihnaton 

H25.00 

923 

L. K. Shelton 

1 jmo.no 

50 

Milton Kouiiler 

1*000.00 

3 

Mux Maekeprang 

1.999.00 

136 

S. D. r allender 

1 ,900.00 

3 

J. D. More 

1*000.09 

38 

C* C. Kinkelair 

300,00 

890 

R. L* Newbury 

390*00 

733 

J. A. Sehiaegel 

390.00 

702 

W. E. Boland* J r* 

1,009.00 

910 

James Tomato re 

309.00 

103 

IL I., Coughlin 

1 * 0 00 , no 

Ofvi; 

11. E, Pace 

1,090,00 

549 

A, B. Ryder 

1*000.00 

77 

Lyman Moore 

1.009,90 

145 

William J. Monahan 

! .900.09 

134 

William J. White 

1 ,900.09 

1 

r. B. Fallis 

825.09 

3 

W il fi am H * K ro ger 

LOOO.OO 

i.n, Il25iw* P. Anthonv 

LOOO.OO 

134 

Louis Rugero* Sr. 

150.00 


L. f L 

A'ame 

A m il It u t 

(i04 

Joe Vaughn 

i5UJHl 

86 

William F. Philtijjs 

150.00 

0 

Je»eph Fink 

L50*00 

239 

Clarence H, neraey 

1 ,000.00 

109 

Albert il. Young 

150,90 

I. 0. ( 353) l^rhan (‘arr 

LOOO.OO 



$*59*990.09 


UKSKAUCH KlX'Olin.S 

(Coniitiued from page 497) 

Olii‘ local urmual rt!pt>i‘tH do not ordi- 
tmrily separate overtime from regular 
employments However^ overtime h §hown 
separately in all the reports from our ex- 
tensive ninth (iistrietT which covers the 
entire Rocky Mountain and Pacific Coast 
regions* These reports are set up on a 
considerably more elaborate basis than 
those for the rest of our organization* 

Employment reports from the ninth 
district cover 415 of the 1&8 I. B* E. W. 
locals from which actual job records were 
received for the year 1941. They include 
roughly 30 per cent of the 25,000 meni- 
bcT‘s represented in our total 1941 em- 
ployment statistics* 

The 7*521 members covered in the re- 
ports of the ninth district worked a total 
of 14*507,328 man-hours last year, or 93 
per cent of full employment. Of this sum* 
725^383 man-hours, or 6 per cent, was 
listed as overtime, This ratio might well 
be conaideitnl as being representative of 
I. B* E* W. experience as a whole since 
the liistricl covers so wide an area and 
includes all degrees of vital defense and 
mm -defense areas* 

XOW PROm XTION RI LES 

Prospects for the continuation of the 
relatively high degree of employment 
which our members experienced during 
U141 and through the early months of 
1942 are tempered by several conflicting 
factors, 

Essentiully our problem involves a ne- 
cessity for shifting over from certain 
types of electrical craftsmanship to 
other, possibly less desirable, types of 
eleetneal work* 

The great w-ar-tiine construction phase 
is over and wc have now entered into the 
period of prorluctive operation. Private 
construction has, for all practical pur- 
poses, been banned for the duration, and 
\VQ have settled down Lo the sober busi- 
ness of turning out the planes and guns 
ami inmibs so crucially needed by our 
boys ovei sea.s. 

Our members are turning now' toward 
new jobs in the ivar plants and the ship- 
yards* Many have been drafted into mili- 
tary service and many other.s have en- 
listed. On the other hand, our member- 
ship is now* greater than ever, for practi- 
cally every local has broken in new boys 
to the trade as the national deni and 
arose, 

1 OinUiL VE TO MEET WAR 

(Continued from page 402) 

Ler of llie product* to require the ^utmost 
diligence and foresight iii the constructian, 
maintenance* iind inspection of its plant, 
wires* and appliances* consistent with the 
practical cquiration of the businosi?,* • • • 
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*'The of i tho ritual contnu- 

tor's emiiloyeei was not siit'h us to iriHuliiU* 
Lhe the defotKiant. as a iiiutlGt* 

of law. « • « Tho dpfeiid«ru*s liability is 
predicated upon its failure to inspect its 
wires within u rtnisonnhle Lime. It knew 
ihiit Uhe customer > wus xi regular user of its 
service* 

""This had been inUTruptcft the defemhint 
called, and with full knowledge of the facts, 
including the cuatomer'a itesire to have the 
service rx*storcd iriiinediuUdy, the inxctter \vas 
allowed to go for seven days without further 
inquiry or attention on tin* pxiri of the de- 
fendxtnt. Cnder the circumstHneeg;* we think 
the x;uestion of due care was fxjfr the jury. 
What is du(» cjire is to be determined by the 
exigencies of the occasloti/’ 

But, the defenduin appears to have con- 
tended, that it was justified in relying upun 
the customer to notify it when the repnir.s 
had lunm completed: and that, sim'e it had 
not received such no lice, it should not be 
held liable Tor the results of the viuauthoriKed 
connection made by iin employee of the eleC’ 
trical contractor on behalf of tlu^ customer, 
in reply to this, and in conclusion, thx" court 
said : 

“it is true, the custonier was to notify the 
defendant w^hen the repairs to the house 
w^iritig system had lieen made, so that the 
service could be reconnected Ity the defend- 
ant, hut this was not done. The defendant 
iiiust have known, or in I he excrciHe of ii 
high degree of cure should have known, ac- 
cording to the Jury'S finding, that ihe serv- 
ice had Imen restored in smne wtiy by the 
electrician called by the customer. 

“With knowlctlge of this fact actual or im- 
plied. thx‘ duty of inspeetion immediately 
devolved upon the defendant, as such resto- 
ration was contrary to its rules. The con- 
clusion results that the verdki and judg- 
ment should l>e upheld. No orror.'* (5 >S, Fb 
2d. THbi 

So ended the case, with the defendant 
elect rir company lieiag held lixilile in dam- 
aires for the xicciilent that rcHutled in the 
death of the child* As stattnl by the x'ourt, 
this liability w^as predicxxted upon the fxiib 
ure of the defendant- under the facts of the 
case to inspect its wires wdthin a reaHon- 
abU» time. 

Truly nil unusual jjituation. Here, as the 
rx'port shows, the wiring in the himse be- 
longed to the property owner: under ordi- 
nary circumsUnceH, the defen dnnt was un- 
der no duty to repair f>r inspect same: I he 
point of lielivery of electrieity \vas outside 
the building, ami when the derendaiit's em- 
ployee tied the wdres buck he pbuieil Ihem 
out of reach* so there could be no danger 
from that source until the tdreuit bail been 
re5?tored* 

Yet because of the xlefendiint's knowledge 
of the siluatiuii, xiiid circumslaiiees» its de- 
lay of seven day* in making an iiivestigatlon 
was ludd sufiicient tti remler it liable . A rloRo 
case. Hut one of value as an example of 
judiciit! reasoning on the imlnt involveilt and 
the possitdc ilangor to an tdectric cum]mny 
of a i?lip-up in this phase of mauagernent. 


NO MORl^ HI KHKK? 

r fannot see eye to eye with this de* 
cisitm and \ ibuibl if niiitiy of you men 
Mie eonvineed that it is just, but* never- 
theless, here is the Jiidieial ruling x)f the 
higher ceuit. So agiiin 1 caution you to 
weigdi yxHir tlecisiotis. 

Another change Llmt wms nuule, and 1 
might suy n popular one, was the revxql- 
ing back to the lltrjT (’cnle on current- 
carrying capacity of conductors. This 
change was made efrective for the dura- 
tion* but I believe that it is jirobably the 


beginning of a new era in fUlO-volt in- 
sulation, for the end of rubber-covered 
wire is no xloubt near* What may take 
its place is up to our scientists^ but t do 
hopt* It leads to a more simplified code 
than our 1^140 Code with its 18 types of 
wire* 

That brings me to the idea that I hope 
to drive home to you and have you carry 
away from this meeting* For several 
years we luive heanl and reatl so much 
on strea ml riling or simplifying the code» 
w'hik^ the manufacturers continue to give 
us a multitude of types in wire* switches 
and fittings* 

The first move to correct this was 
made last year by a committee from the 
Cun tractors^ Association in an effort to 
better the wdre situation. Their accom- 
plishmonts, though good, were nulHUed 
by the war. 

The second step along this line took 
place when the Underwriters* Labora- 
tories loaned R* B. Shepard^ their chief 
electrical engineer, to the War Produc- 
tion B(^ard, So that you may know" what 
he is doing 1 give you his own words: 

“The assignment of the branch is to 
promote and undertake simplification of 
any kind, in any quarter^ and in any 
manner which will result in the saving 
of I'aw material, or the release of pro- 
ductive capacity.** 

What a relief it ivould be to the in* 
dustry if the research laboratories were 
to discover a BBO-volt insulation for w'ire 
that %vas thiri^ moisture-resistant and 
still would withstand extreme tenipem- 
tures. That, of course, is a hope which 
awaits discovery* 

For 1 ’rest? 11 tat ion or Birthday Prt^senl 

CHAIX TIE CLASP 

IvtnbWm to kt* gold; dasp and chain — 
Heavy quality gold filled 



Price $1.00 including b'^x 


Order From 

G, M. Bugniazet 
Inlernational Secretary 
1200 Fifteenth St., N. W* 
Washington^ D* C* 


".I IFFY” 

SOLDKH mri^ER 
SAVES PKEnOl’S 
SOU)KK EOU WAR 
Uses minimum on each 
joint. Solders 50 to 75 
joints with one heat, 

SPECIAL TRIM. OFFER 
Send $1.;>0 wHh this :id to 

CLYDE W. UNT 

too S. JefTerson St. t'HK'AGO 

"Thii Original Jiffy Liwe"' 

Money Rack if Not Batisfaclory 


But Jet us consider wiring methtids. 
Our code lists 17 different methods of 
wiring* Are they all necessary? I say 
NO! Do they decrease the cost? I can*t 
helieve they do. When a contractor says 
that by using one method he saved fi per 
cent* how much saving was there in the 
final analysis? Think of the investment 
lii*d up in the machinery to make this 
type, and the adilitional material in the 
manufacturer’s stocks, the wholesalers, 
retailer*s ami contractors stocks* 

To get my point before you, I am now 
going to the extreme. Let us say that the 
only method of wiring was knob atui 
tube* Now picture what we have done to 
.stocks throughout the country ami the 
amount of machinery released. Capital 
invested by the contractor alone w'oulxl 
be gi’eatly decreased under ordinary 
tiine*s* and what a simplification there 
Tivould be in tht! code! Now* J know as 
well as you gentlemen that it is not pos- 
sible to ins tall all our w'ork with knob 
and tube, but I can*t bedieve w-e need 17 
methxais w"ith 18 type*s of w'ires. 

1 have mentioned but two conditions* 
whereas the industry is overburdened in 
its duplication and non -interchangeable 
parts. Sxi when I read artide.s written 
by manufacturers asking for a sinipli- 
fied code or tw-o codes, or suggestions 
that the cmle is becoming the engineer*® 
football— then 1 wish to remind NKMA 
that simplificaUmi, like charity^ should 
begin xit home, and if they will eliminate 
some of the methxitis and types that we 
now have thrust upon us w'c can elim- 
inate those sections in the code. 

I* therefore, believe that us a war 
measure* for the conseiwalicm of critical 
materials* that NEMA should take the 
entire industry to tht" Division of Simpli- 
fied Practice of the War Production 
Board. This is a big job ami a hard one. 
To do it properly* many manufacturers 
will have ttj give anti take, anti cotrpe ra- 
tion of the highest degree will have to be 
given* It IS a tusk that .should have been 
done before, and now I feel it is a job 
that must be done, for w"c have a wai' to 
win, and win it we shall. 

Let us bewuie of holding the dollar so 
close to our eye that it shuts out the 
danger that threatens us on the horiKon. 
I flare to say that there are too many in 
this country who art" holtiing the dollar 
too high and tou close Ui visualise the 
iiangt?r just beyond, and it is necessary 
that we ftice this peril with a clear vision 
or that dollar* our government, our lib- 
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erty; yes^ om' lives will be the payment 
To you inspectors, let me urge you to 
keep a special file of all pefrnits issued 
for v;ork done by special permission and 
granted for the duration, so that when 
the war is over you will be able to see 
that these jobs are properly wired, or 
removed, and to the best of your ability 
abide by and remember your slogan: 
“Let the code decide.” 

BELL OFFICIALS 
(Continued from page 487) 
itself is somew-hat on trial. Consider how’ 
small a percentage of the Bell System is 
represented by that $248,000v(}00 varia- 
tion. The telephone plant account alone 
appears on A. T. & T/s consolidated bal- 
ance sheet as of December 31, 1941, in the 
amount of $5,047,000,000. 

And practicaily all of that was sold to 
the A. T. & T. -controlled Bell operating 
companies by the A. T, ^ T.-cotiti-olled 
Western Electric. 

A* T. & T. policies being what they are, 


the suspicion presents itself that even if regu- 
latory agencies could ignore the hopelessly 
far-fetched reproduction costs, and proceed 
instead upon uotunl costs, they would still be 
confronted with an almost impossible task 
in protecting the public from unreasonable 
telephone rates. The facts confimi the 
suspicion. 

With such a huge market for its products, 
and with so many of its outlets being mo- 
nopolies with a business stability greater 
than ordinary businesses, and with the widely 
advertised "‘uniformity” of telephone equip- 
ment, and with the protection afforded by 
thousands of patents, and with the aid of the 
also widely-advertised research of another 
A. T. & T. subsidiary — with these and other 
advantages in mind, one might think that 
the Western Electric Company would con- 
tribute to the economical operations of the 
Bell System. But, on the other hand, one 
might also have in mind the A. T. & T. policies 
generally, and think otherwise. If he thought 
otherwise, he would be righl* 

It has been said that a mother tends to 
favor a troublesome child, perhaps because 
that child needs its mother’s protection most. 
This may be the explanation for Mother 


Bell’s energetic and ceaseless defense of 
Western Electric. Or, it may he that the great 
profits rolled up by Western Electric over 
the years, and Western’s success in keeping 
the rate bases of the operating companies so 
high are the reasons. 

In his book "‘The Bell Telephone System” 
(incidentally this book will be sent free upon 
request directed to the secretary of the A. T. 
& T. — just another friendly little service), 
Vice President Page goes to considerable 
length to explain the many virtues of Wes- 
tern Electric and its modest profits. In fact, it 
is there said, ‘‘tVestern has deliberately lim- 
ited -its profits.” 

Mr. Page discusses Western's profits in 
terms of percentages of the “gross book cost 
of investment,” W’e have previously scon how 
important is the diffeTeiice betw^een book cost 
of assets and book cost of assets less depre- 
ciation. When depreciation gets to be 20 and 
2i> per cent of book cost, profit percentages 
on gross book cost become nicely understated. 

But that is not all. If in a year a profit 
is made on a $100 investment, and only $10 
is paid in dividends, the other $40 becomes 
a part of the “investment.” After a succession 
of such profits, the investment has increased 
tremendously. But it is an investment paid 
for by customers, not stockholders. Percent- 
ages on such a base are accordingly quite 
meaningless as a measure of the motlerate- 
ness of profits* 

A. T. & T. acquired Western Electric in 
1882 and made it the exclusive manufacturer 
in the United States of telephones under 
BeU-owiied and controlled patents. In the fol- 
lowing IG years the annual ratio of profits to 
average cash paid-in capital 'was 41.5 per 
cent. Since 1882 there have been six years in 
which the ratio of net income to a'Verage 
cash investment w^as over 200 per cciif, 
rearhinff 1^1 per cent in ave year. These facts 
are not presented in Mr* Page's public rela- 
tion’s volume. But they are presented in the 
report of the Federal Communications Com- 
mission, 

These profit gushers are 'wiiat made Western 
Electric embarrassing to its parent. When Mr. 
Page said that Western Hfiectric deliberately 
limited its profits, he may have hae! in mind 
the following communication, dated March 
18, 1905, from F. P. Fish, then A. T. & T. presi- 
dent, to Western’s president. E. M. Barton: 

“The IVestern Electric Company is making 
too much money, and at the present time 
it would be enormously harmful to that com- 
pany and to our general interests if it were 
known what its profits were. 1 trust there 
will be no information given until matters 
are in better shape. 

”1 think it is well for you to destroy this 
letter.” 

All the Bell kingdom’s men and all the 
Bell klng<iom’s patents seemed helpless to 
stem this profit tide. However, in fairness to 
their efforts, it should be stated that the 
profits never exceeded 100 per cent of average 
cash investment after 1906. By 1927, 1D2K, 
and 1929, annual profits had been held down 
to the relatively small— for Western Electric 
• -ratios of 40. 47 and 54 per cent, respec- 
tively, of cash investment! 

Alas, it must be admitted that the Bell 
System is unique in more 'ways than one. 
For an institution which has shown itself 
such a master at the acquisition of nin- 
terial wealth, its habitual air of .sanctimoni- 
ousness is remarkable. Its virtue mayhap Is 
synthetically “reproduced,” as are its prop- 
erties, so that its words seem to flow from 
a lofty oracle, unsoiled by the dirty taint of 
gold* On February 18, 1842, A. T. & T. Presi- 
dent Gilford advised the company’s stock- 
holders, its employees, and “the entire 
American people” that : 

“On the w^hole, the return to the stock- 
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holder of the American Telephiine and 
ToJeg^raph Company has not varied much — 
the sarne dividend has been paid for 22 
years and there have never been any ^melons,’ 
extra cash dividends or stock dividends J* 

It is to the latter part of that intereatinfi: 
prose to which attention is here invited, 
about the lack of melons, etc. Mr, GifTord 
is probably technically correct. That is 
one of the advantages of a holding com- 
pany structure. You can claim credit for 
the nice things done by eubsidlaries, and dis- 
own the nasty things — even thoHe done by 
order i>f the parent ronifmny. Western 
Klee trices profits^ even after 190 th continued 
at siu'h H nite as to make the scimewhat 
joyful nperattun of a melon -cutting in* 
fvitablc. 

When acquired by the Bell System, West- 
ern Electric was incorporateii under the 
laws of Illinois. In a previous article^ the 
circumstances by which the control of the 
Bell System was transferred in 19d0 from 
Massachusetts to Ne\v York, partly to avoid 
regulatory provisions imposed by the Massa- 
chusetts legislature, were developed. By 
1015 the Bell System found it expedient to 
u profit the legal domesticity of its darlhtg 
Westeni Electric from Illinois, anft reor- 
gunisse it as a New York corporation. Some 
of the reasons behind the rcorganbation 
w'ere given in a letter dated April 7, 1915, 
from Western Electrie*s President Thnyer 
to Samuel Scovllle, as follows; 

^*There are various reas^ons why it is ad- 
visable for the company to make this change. 
One is that the taxation situation in lliinois 
is getting to be almost impossible, Tbo Uiive 
are not clear and the application of them 
takes the form of a sort of legalijtcd black- 
maiU parlicularly on the larger lax|myer.s. 
This law In the state of New York under 
which we propose to incor|Kirute seem a to 
be admirably suited for our purpose. We 
have wanted for some time to capital i;se 
our surplus but have wanted to avoiil the 
publicity of a *melon cutting.' For obvious 
reiisQits we want as little publicity to this 
proposition as possible, either before or 
after the event, which is my reason for 
asking you to consider this in the light of u 
confidential communication from me/’ 

Though Mr. Gifford may ignore this and 
sulisequent "melon-cuttings/^ the American 
people should not. 

Hi) fore the reorganization Western Elec- 
tric had Ifi 15,900,900 in common stork, of 
vrhich more than $1^.000,000 had already come 
into existence as stock dividends, In addi- 
tion it had $25,000,000 in surplus and un- 
divided profits. After the "melon-cutting” 
Western Electric had Si 5, Of! 0,000 in com man 
.^tock and $15,000,000 in preferred, without 
one iidditienal dollar having been invcKted 
by the slack holders. 

Prom 1910 through 192-1 common stock 
dividends increased from $8 to $10 per 
share, annually. Hut by that time anolher 
crisis luui arrived. Dividends absorbed less 
than ane-hnlf the profits. The company was 
.again iiii.xious to avoid the publicity which 
an increa.He of the dividend above $10 would 
cause. By that time there were 509,000 
shares of common stock, and dividend pay* 
meats thereon amounted to $5,91)0*090, 

To relieve Ihia embarrass^ing prolit deluge, 
there was distributed a 50 per cent stock 
^liviilend in 1925, increasliig the common 
wtock to 750,900 shares, and annual tllvii lends 
to $7, 500, 090. 

Still the profits piled up! As Mr. Page 
said, "We.sterri has deliberately limited its 
profits,” But apparently its valiant efforts 
were without avail. Even though it hml 
”long been apparent to the management of 
the American Telephone & Ttdegrajih Com- 
pany that its obligation to charge just and 
reasonable rates included only reason able 


jrrofits for Western Electric/' the torrent of 
prolits continue I h t^ottone. 

But they must he got rid of. No more of 
this 50 per cent stock dividend stuff. In May 
1927, Western Klectric increased its shares 
of common stock from 759,009 to 3 ,750,090 by 
a five-for-one stock splil! Even this heroic 
act was insufficient. Another "melon-cutting” 
operation W’as called for. In December, 1927, 
a special dividend of $18,750,000 was paid. 

As holder of 98 /M per cent of Westem^s 
common stock. A, T. & T. receivcil $17|938,805 
of this special ilivldi'iid. 

The management cnir>hnsiKe£l that this 
was a dividend of ttnly $K1 per share. But 
multiplying that by live, to atljust for the 
five-for-one split, ami then mlding one-half 
of the result to adjust for the 50 per cent 
stock dividend, thi* "$13" dividend reveals 
itself to be exactly $97.50, 

Such are the profits buried in the Bell 
System rate bases. The public must not 
only pay for these profits, but it must also 
pay a "fair return” on them— forever, if 
the A. T. A T. has its way. 

How can regulutfiry agencies, limited as 
they are to their separuie jurisdictions, 
aiul with the Federal Comnmiiications Cont- 
mission limited to interstate traftiCj all 
subject to democratic slamlards and proc- 
esses as they must be, cope w'ith an economic 
dictatorship whose dominating standard of 
ethics is profits? 

Only the surface of a few of the multitude 
of impediments to the effective regulation 
of this titanic corporate enipire have been 
touched upon. Yet these few are not only 
chronic, but fundamenlat to the larger 
aspects of a lieinocratic sociul or{ler. The 
formidable power of Ihia monster is evi- 
denced by the cimimstance that, whereas 
these facts are inutlcrs of pub lie record 
and public signilicance. few dure to publicize 
matter antagonistic to the Hell System. 

The JomiNiVL will investigate this mo- 
nopoly's conduct further in subsequent 
issues, 

SNAKE INFESTED WATERS 

iCoDiiilued from puge 494 J 

aa I go along. 'Vea, though I walk through 
the valley of the shadow of death, I will 
fear no evil; for Thou art with me; Thy 
rod and Thy staff they comfort meP so 
you understand JuIch, why I have no feai\ 
no matter what danger.^ beset uie!^' 

This time Jule.'i hud no alignment 
really. 

The stars begun to sprinkle the sky 
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an’ the moon came out from behind the 
clouds. We kept up a strong steady beat 
wid our paddles that carried us by mile 
afther mile past dark enshrouded forest 
that crowded the water*s edge. Jules an* 
me, tough an* haniy as we were, from 
life in the loggin’ camp, were beginnin* 
to feel the cdFecta av the long strenuous 
day, but Father Brabonne’s splendifi phy- 
sique stood him in good stead — if he wils 
tired he showed no signs av it — the strong 
steady beat av his paddle matched our 
own, 

I have often thought av Father Bra- 
bomie since. He was wan av nature’s 
noblemen! 

I had learned from Madame at the 
hotel, that he came from a wealthy 
family, w'ou high honors as a student 
at college an’ wmii have been a welcome 
guest in the most select society, but 
against the wishes av his people he took 
Floly Ortk*r.s, an* dropped out av sight an’ 
remem brancG av his friends an* relatives 
whin he buried himself in his far-flung 
parish in the wilds av Quebec, No hard- 
ships were too great for him to endure, 
if some av his children — as he loved to 
call them— were in trouble, an' that 
often meant long arduous journeys in 
the most inclement weather, but he wits 
happy in makin* (Hher people happy- 
no wonder he won the love an’ admira- 
tion of his whole parish! 

Wealth doesn't always bring happiness, 
Slim! If ye have enough to get by on, 
an* a little pul by for a rainy day, what 
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more do ye want? Wan av this con- 
tinent's richest men is reported to have 
said wan time, “The successful man of 
today is the man who makes both ends 
meet— the rest is simply accumulation!” 

Well, believe me, Tei^ry, there's a let 
goin* in for the said accumulation ^ an' 
most of them don't care how they get 
it, an* luhen they get it, tkaVs when 
they worry for fear they'll lose it! By 
the way, with all that money yuh won 
from **Big Smoke” in your pocket you 
was in a position to begin worry in', 
wasn't yukT 

Not for very long. Slim! Ye see 
that money come aisy aif it wint aisyl 
Before Father Bra bonne left the La- 
Flamme’s, unbeknownst to him, I man- 
aged to slip a roll av bills wdth a little 
note, inta his pack. Thin I sent some to 
my old pal Micky O'Rourke's mother in 
Connemara for to divide up between her 
an' little Biddle Mulhern. 1 sent anither 
consignment to Mary Langton an' Kate 
Dubois to carry on their good work in 
the village wid, an' what I had left 
didn't worry me anny. 

The big stake 1 %von, that was put in 
the bank for me, I let lay there until 
afther me an' Ellen was married, thin 
wan day J mentioned it. She w^anted to 
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know how I come by it. 1 tould her I got 
it whin 1 took first prize in me Sunday 
School class. Next I tould her I won it 
in lottery for bein' the best red-headed 
man in the country. Finally I gave her 
tho sport paper's write -up av me fight 
wld “Big Smoko,” but whnt won her 
over to me scmlln' for it was the fact 
that I turned down the most flatterin' 
offers to turn professional . I had it de- 
posited in the bank here in her name. 
She bought this hou.se wkl some av it 
an' divil a bit am 1 worry in' about the 
rest av it! 

But to go on wid me story! 

We paddled steadily for a couple av 
hours, as Jules said w'o wud, against an 
aisy current, thin Jules said, is hear ole 
Castor mak' de bark!” 

A few minute.s afther we ran along- 
side a landin', an Bedads! the hull l4i- 
Flamme family* dog an' all, 'was there 
to greet us! So ended wan av me best 
remimbered days! 


FITTING SKILLS TOGETHF.R 

(Gontmued from iMge 489) 

zon that he knows is the same point at 
which the eyes of all the other specialists 
are directed or should be directed. Out 
of this comes the beginning of perspective. 
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More important still, out of this cornea a 
relationship of friendly harmony — to 
other specialists — who become co-workers 
rather than annoying interferers in the 
ultimate “manifest destiny” of some 
specialized skill. 

I w'ant to call your attention to a few 
specific cases of the TVA's efforts to 
unify the specialized technical skills and 
direct them tow'ard a single humane 
purpose. 

Beginning back in 1935 I began ham- 
mering a\vay inside and outside the TVA 
on one principal tenet in the “TVA idea,” 
namely, increasing the income and the 
productivity of the people of the Ten- 
nessee Valley region. With this as a 
stated objective, it was interesting to 
observe the unity of response from the 
most widely varied groups of technicians. 
One case only; an expert engaged in 
TVA's public health Tvork began making 
the point that malaria control (his con- 
cern and specialty) and the elimination 
of freight rate discrimination against 
this region (a concern of other TVA ex- 
perts) were directly related ideas, re- 
lated of course because they both partly 
accounted for the low income of the 
people. Neither malaria control nor fnter- 
territorial freight rates, both technical 
matters to a degree, were ends in them- 
selves. 

Another illustration: an essential and 

unique part of the TVA idea relates to 
methods of administration, Administration” 
means more than organization charts. Go in 
one administrative direction and you have 
loss of liberty; go far enough and you have 
decisions enforced by the Gestapo and the 
lash. Go in the other direction and you have 
people participating in the decisions of 
their government acUvely and with con- 
siderable zeal, an increase in freedom and 
the corresponding increase in responsibility 
and discipline. Proceeding on this basis, I 
began a series of public statements on the 
organizational characteristics of the TVA, 
particularly decentralization of administra- 
tion as a method of securing the participa- 
tion of the people of the Valley in the 
TVA undertaking. In the months that fol- 
lowed I had one technical staff member after 
another point out to me the ways in which 
he felt that in his work this principle of 
decentralization was being observed and 
developed. 

Here again y^ou had technicians watching 
that mark on the horizon and directing their 
efforts with that mark in view. Here again 
you had the sense of joining with others 
working on a common principle, a major 
assumption , common to a coordinated variety 
of technical fields within the TVA. 

The point of such illustrations is this; 
Technical efforts can be unified if they 
spring from a strong enough, exciting 
enough unifying idea. 

The passionate devotion to the dignity 
and supreme importance of human beings 
and the human spirit that underlies Chris- 
tianity and Judaism is the mainspring of 
democracy. Here is a strong and exciting 
central idea to unify the work of technicians, 
administrators* theologians — ^all men. That 
single idea has far more to be said for it, 
purely from the narrowest utilitarian point 
of view, as a mark on the horizon* as a guide 
wall for the direction of the energies of 
a technical society, than has the unifying 
idea of the totalitarians, the glorification 
of the power and force of the state. 


IT)R E. W. IL A. 


Book* Minute L50 Constllution and By-Laws, per 190. 

Charter?*, Duplicates -30 Single Copies 

Reittstatenient Blanks* per 109 -75 lUtuals* each — — 


METAL 



LABEL 


7.50 

.10 

.25 


XOTE— The above articles will be supplied when the requisite amount of cash accompanies 
the order. Otherwise the order will not toe recognized. AU supplies sent by us have postage 
or express charges prepaid. 

ADllRESS, G. M. nUGNIAZET, I. S. 


PRICE LIST OF SUPPLIES 


OCTOBER, 1942 


m 


w 

LOCAL UNION OFFICIAL RECEIPTS FROM AUGUST 11, 

W 

▼ 

, 

1942, INC. SEPTEMBER 10, 1942 

T 


L. U, 


1. a— 


200337 

210277 

B-1— 


B 235571 

235580 

B 399031 

399050 

B 399452 

399560 

460371 

460490 

471793 

47 1830 

510031 

510069 

B 517571 

517620 

031201 

631260 

480001 

460030 

030651 

630750 

798051 

798120 

H-3— 


DH 1461 

1491 

H 5007 

5085 

1 15146 

15200 

1 15360 

15400 

OA 19940 

199B9 

OA 29559 

^600 

DA 29727 

29600 

OA 30000 

30200 

OA 30275 

30400 

OA 30513 

30600 

QA 30673 

30987 

OA 31001 

31200 

OA 31308 

31400 

OA 31467 

31993 

OA 32001 

32139 

OA 32201 

32490 

B 31012 

31200 

B 31510 

31595 

B 32269 

32400 

B 33458 

33600 

XG 02273 

62260 

XG 8^87 

62641 

A 1126 


B 632 

638 

B 646 

649 

B 651 

3257 

B 3300 

3326 

B 3350 

3375 

B 1087 

1093 

B 1931 

1953 

B 2001 

2276 

B 2401 

2402 

B 54 

50 

4 


414200 

414210 

lt-5— 


361501 

361020 

593475 

593492 

790501 

790550 

6— 


5237SB 

523928 

539114 

539250 

561751 

562028 

562891 

563250 

660751 

660817 

661501 

662167 

7^ 


312316 

312692 

453503 

453595 

630224 

630326 

8— 


130726 

inosoa 

40901 

41230 

341597 

241606 

241651 

241664 

418790 

416797 

512782 

512706 

626079 

626884 

630795 


99UU 

991132 

11-9— 


109475 

106492 

B 135057 

135063 

147001 

147756 

146400 

148500 

B 436969 

437349 

592023 

592050 

684451 

604432 

751801 

751660 

753901 

753904 

836607 

036698 

10— 


437004 

437005 

529410 

520430 

B-11-^ 


90154 

90174 

B 192321 

192892 

B 224649 

224850 

240435 

248488 

B 299101 

299181 

B 311532 

311537 

40543B 

403441 

420435 

420655 

422339 

422370 


L. U. 

B-11— (Cent.) 


423230 

423304 

423872 

424040 

424691 

424700 

424766 

425030 

4254T2 

426165 

426751 

426810 

428070 

420250 

429573 

429750 

42S809 

429904 

430501 

430853 

431231 

431258 

432001 

432306 

470625 

470737 

471220 

471251 

504Q80 

672559 

072500 

606369 

080570 

B 734843 

734846 

758251 

758257 

730551 

758651 

768294 

768296 

12— 

209485 

200491 

329128 

329250 

604726 

604890 

605739 

606021 

606751 

606993 

797301 

797327 

le— 

450233 

455250 

552731 

552977 

593560 

594000 

594031 

594372 

777001 

777020 

B*17— 

B 131081 

131093 

447140 

632601 

633340 

B 643706 

643905 

B-1 8— 

B 307034 

307050 

654047 

654006 

714713 

714771 

754570 

754623 

B 795039 

795357 

842372 

843399 

n-23— 

B 175402 

175422 

B 247720 

291694 

291702 

520167 

520500 

520957 

521184 

586584 

580710 

002301 

B02562 

634220 

634500 

764251 

764575 

B-25— 

626891 

717001 

717710 

26— 

111352 

m370 

716437 

716604 

926355 

020564 

26— 

255 

259 

239433 

388920 

389190 

B-28— 

675924 

675933 

684B79 

GR4890 

30— 

273130 

273144 

281308 

281405 

B-31— 

B 47674 

47596 

2476U 

247039 

399460 

309497 

526724 

527206 

B-32— 

244540 

244541 

628369 

628381 

33— 

135890 

155806 

B-34— 

413553 

413029 

522698 

522750 

7342.94 

734297 

793501 

793504 

35— 

143770 

144042 

699459 

899571 

37— 

422.51 

42336 

69710 

09724 

319923 

319951 

B-3R— 

B 173313 

173645 


L. U. 

B-38^(Cont.) 

355551 357525 
367751 mrmm 
360Q56 StiUfiS 
375591 375715 
531731 531741 
632251 632B62 
B 652501 653946 

B 655146 655610 
666^72 667000 
B-39— 

371774 371071 
665B15 669COO 
720975 721065 
B41501 B41757 

40— 

184330 1B4333 

187618 168079 

248301 249200 

41— 

1S0793 160915 
349544 349540 
3942:i3 394500 
425351 426000 
570001 576160 
570751 576BB7 
577501 576250 

834067 83467 J 
B-43 — 

119421 119425 
550631 550880 
831551 831580 
B*44 — 

104S23 104833 

45— 

2:i5999 

733501 733512 
B-4G— 

B 39S34 I 398342 
465546 465593 
B 475083 4750R6 

497461 498000 
500251 5U0640 
B-48— 

S 195858 19500B 
B 484359 484519 
533009 534205 
620926 0221}50 
467391 489400 
B*50— 

B 479861 479808 
340290 540490 
687336 6B7346 
B-53— 

97071 97^0 

B 664552 604600 
- 

517387 S1741B 

586415 5864 I U 

55— 

202300 203301 
650461 050542 
B-56— 

66566 66569 

B 308312 2^1351 
B 684776 684B43 
72906!^ 729130 
B-57— 

B 137191 137197 

250593 250597 
B 20461 1 285000 

6.51172 651352 
B 960751 901280 
B-58— 

B 5120 5123 

260347 201169 

440897 446962 

B 521741 521840 

916968 917206 
906974 967442 



235399 235500 

510071 510079 
514501 514647 

634760 634911 

300907 380912 
845641 645780 

64— 

130439 130525 

304954 

380271 380510 

B'65— 

3832 3634 

515601 515665 

77931 1 779346 
C-6S— 

B 156523 156661 
B 1B1837 taiB62 


L. U. 

B-66— (Cont.J 


343499 

343500 

343509 

343992 

344251 

344694 

B 434090 

4M242 

473799 

473809 

594590 

594691 

68— 

59607 

69611 

140860 

148868 

161000 

161102 

69— 

301253 

301263 

70— 

210414 

218584 

379120 

379141 

72— 

202832 

2020 BO 

902152 

982241 

B-73 — 

54355 

5441 1 

92147 

92250 

B 330056 

330061 

457112 

457140 

470307 

470458 

471300 

471440 

472879 

473230 

5B6140 

586371 

588029 

508101 

B-76— 

357701 

258270 

508401 

608500 

B 727718 

799501 

800055 

B-77— 

B 189140 

1B9147 

456675 

456707 

461150 

463740 

B 561621 

561750 

B 562863 

563273 

B 564751 

504777 

630105 

630107 

B-78— 

B 293522 

293523 

B 766342 

78B390 

B-79— 

B 104412 

104461 

205509 

205645 

547871 

540037 

B 570591 

570696 

SO— 

206951 

207000 

700001 

708643 

725680 

725743 

SI— 

70608 

70610 

291946 

291996 

82— 

294374 

294453 

720546 

725569 

84— 

520296 

520310 

670160 

676514 

679802 

G79B06 

B-86— 

B 133611 

133621 

B 595432 

595500 

B 870751 

870845 

87— 

416003 

416011 

SB— 

305791 

305005 

818127 

818193 

B-93— 

15993 

15994 

5B974 

58995 

94— 

759396 

759405 

96— 

115900 

116023 

286759 

206858 

455700 

455884 

m— 

56484 

57000 

57751 

59250 

69001 

72720 

72751 

73032 

127292 

127299 

340018 

340335 

537115 

537326 

612001 

612173 

613501 

61 4256 

537948 

538500 

100— 

502091 

582092 

956764 

956823 

B-1 02— 

279677 

279680 

B 336330 


L. U. 

a-J02— (Cont.) 

B27787 B27910 


103— 


22296 

22302 

170146 

170820 

48320 

483833 

194— 

106543 

106548 . 

550481 

550650 

557061 

557350 

804001 

804050 

B-105— 

B 309425 

309441 

469406 

469425 

B-1 06— 

305745 

305774 

964472 

B-107— 

B 196520 

196522 

442592 


B 510781 

S 107 90 

378933 

379080 

113-- 

43568 

734706 

734812 

935065 

935079 

114— 

54994 

54998 

402038 

402064 

XI5— 

04871 

64074 

311640 

311656 

116— 

524340 

524570 

701268 

701303 

119— 

259977 

259988 

6G7373 i 

121— 

564200 

564294 

673994 

673995 

122— 

615118 

015303 

616080 

016087 

B-124— 

B 349702 1 

182051 

182250 

240301 

240750 

B 397581 

397590 

B 47742R 

477632 

B 477483 

477530 

504001 

504211 

525001 

525750 

B 669751 

669807 

734981 

734902 

B-124— 

05 1251 

851360 

B-135— 

405411 

406390 

519134 

519162 

137— 

269504 

611256 

011262 

139— 

301365 

301395 

530646 

530091 

B-130— 

414751 

414907 

572712 

573000 

540730 

640741 

548251 

549236 

549751 

549754 

552042 

552750 

131— 

029301 

629190 

733089 

7.33093 

133— 

88040 

80843 

447490 

447502 

13S— 

617997 

618003 

613573 

613629 

755701 

755797 

B-136— 

12751 

12030 

281147 

281250 

508520 

508557 

B-13S— 

11165 

B 286350 

200351 

31 6347 

316381 

139— 

344041 

344673 

141— 

306331 

306333 

454013 

454094 

143— 

0920 

8928 

901060 

901072 


L. U. 
B-145— 

14U082 

H8693 

228588 

228704 

460872 

460927 

598036 

590160 

146— 

28639 

28703 

471686 

471719 

150— 

378565 

5765® 1 

152— 

199501 

199502 

60im 

601210 

R-t53— 

31408 

31412 

162479 

102547 

B 471610 

471645 

156— 

364295 

304461 

660609 

660665 

159— 

195562 

195566 

415648 

415600 

B-II16— 

181157 

181190 

B 24039B 

246402 

254043 

254973 

257342 

257941 

B 462721 

462741 

5T4948 

574950 

736651 

7367C7 

161— 

462008 

462025 

727350 

727359 

B-163— 

318833 

318716 

421862 

421869 

164— 

98356 

96367 

442501 

443250 

444001 

444370 

444751 

44625Ii 

446041 

447000 

447251 

449250 

450001 

451012 

019904 

020204 

99327 L 

994500 

166— 

239768 

239769 

755854 

755923 

815365 

815483 

173— 

36696 

^00 

72297 

72300 

754201 

754230 

174— 

00132 

80136 

122591 

122001 

185716 

185717 

ns— 

124431 

124401 

229231 

229493 

401^208 

408222 

176— 

918623 

918675 

177— 

293037 

293140 

317101 

317103 

535103 

535960 

674420 

178— 

000918 

800926 

R_1K0— 

559806 

500047 

614598 

81 4504 

ISl— 

204867 

264880 

45S0S3 

458135 

183— 

323001 

323085 

106052 

706055 

184— 

197089 

197695 

7T2154J 

772193 

185— 

40878 

46972 

197497 

1S6— 

660792 

660815 

187— 

599289 

599.310 

643080 

643081 

190— 

153226 

153254 

191— 

254909 

2568 

2630 

193— 

61104 

61181 


L. U, 

193— (Cont.) 


762806 

762907 

703751 

785039 

58242® 

582750 

19-1— 

417814 

417881 

568839 

568914 

673501 

673891 

837106 

837750 

195— 

418047 

419089 

197— 

307237 

073278 

673294 

200— 

522313 

522363 

B-202— 

88752 

89016 

316832 

316B37 

B 390742 

390808 

B 478381 

478398 

616077 

G164S3 

B 667356 

667500 

692454 

692490 

B 773251 

773435 

11 _ 203— 

951903 

931916 

2(J5 — 

625 51 G 

625549 

zm— 

1B9B58 

109094 

62 3941 

623944 

965222 

965229 

209— 

582824 

582047 

748366 

748367 

210— 

650:^7 

673573 

673815 

211— 

258305 

3B7213 

387220 

B-213— 

02399 

62415 

131784 

131785 

B 396601 

396003 

B 471820 

471827 

647306 

647374 

864840 

865239 

ZU— 

24046 

24047 

304573 

304586 

477782 

477946 

578973 

578981 

215— 

65878 

65913 

88601 

08602 

977778 

977779 

217— 

) 05936 

165965 

B-229— 

216139 

216170 

B 344742 

344743 

B 7 10306 

716330 

222— 

7471 

7478 

516281 

516300 

734101 

734108 

223— 

99091 

99096 

914766 

914842 

B-224— 

B 57990 

58244 

79021 

79034 

7513D0 

751500 

606001 

690035 

B 751541 

752250 

B 753001 

753350 

225— 

88386 

88388 

694285 

694315 

226— 

472411 

472464 

B-Z27— 

B 463760 

463781 

229^ 

124540 

724597 

230— 

36179 

154700 

154801 

285700 

285753 

231— 

224330 

224332 

265608 

265745 

B-232— 

B 462240 

462248 

604152 

604180 

B-234— 

B 469810 

469829 


524 


The Journal of ELECTRICAL WORKERS and Operators 


u u. 

235^ 

29760 

207105 

11-230— 

B 727640 
691477 
772962 

237— 

45511 

3670BI 

095251 

239— 

305585 


990347 

241— 

305085 

243— 

520 H 
tlft«57 
B-244— 

B 327112 
B 510471 
740787 
751972 

245«^ 

276081 

665623 

217* 

400044 

B-248 

B 3U012 
B 525358 
eoaoifo 

697021 

Ii-349— 

191029 
B 312411 
B 713422 
25 1-* 

609179 

232— 

272391 

307060 

253— 

62930 

734401 

256— 

515041 

257— 

193791 

935831 

244756 
B 757725 
259— 

38770 

B-260— 

45848 
B 328249 
B 587331 
262— 

5596 

98006 

B-26:^ 

45503 
251202 
B 300421 
D 623101 
747412 
B 014501 
265 — 

172732 

252290 

741601 

B-266— 

B 350034 
368309 
643404 
B 663261 
268— 

100722 

338313 

725333 

269— 

619374 

270— 

101233 

271— 

G0D433 

704304 

B-272— 

B 475414 
B-273— 

B 746626 
7725S3 

275— 

673639 

832241 

B-276— 

06516 
360596 
B 865322 
n-277— 

350604 

377461 

C86572 


2S6— 


311 162 
048493 


29703 


691470 

772900 

45534 

368250 

695600 

305601 

090380 

305115 

1I9866 


510520 

740894 

751980 

276750 

665620 

400951 

31 1026 
535427 
600040 
697860 

191061 

312430 

713480 

689186 


087099 

63000 

734402 

515060 

193792 

935099 

244777 
757733 J 

38797 

45868 

587405 

5990 

96935 

45722 
231204 
309430 
82.1250 
747449 
0 14537 

172754 

252300 

741603 

350035 

368349 

643413 

683402 

100750 

338306 

725345 

619423 

101237 

6B9509 

704500 

475424 

748634 

772502 

073663 

832200 

96692 

368610 

865365 

330651 

377S5I 

667104 

311187 

048551 


281 — 


717397 717428 


L. U. 

B-303— 

531156 
645910 

284— 

6035 
700206 
018529 
11-207— 

B .109114 
217276 
B 506173 
609509 
B 039251 
B-280— 

527^ 

B 221113 
866816 
B-289— 

B 2 154 IB 
448603 

201 — 

842196 
B-292— 

495751 
511300 
V52293 
B 899 1G2 
293— 

304211 
670610 

291— 

166951 
233788 

205— 

626876 
040751 

208— 

57331 
B-297— 

246009 
B-300— 

291304 
599034 
963306 
B-302— 
e 274245 
R 274472 

404547 
543326 
924464 
928074 

303^ 

767360 
D-304— 

B 586991 
753202 
006651 
497251 
B 327321 
fJ-305— 

414119 
B-306— 

3400 
20427 
33408 

307— 

62224 
231OB0 

308— 

80068 
689277 

31J— 

50243 
122022 
440726 

112 

727576 

313— 

293000 
676091 
672016 
H-310™ 

B 469288 
596438 

318— 

602996 
465290 

319— 

88281 

322— 

leOB 

323— 

1099 
217939 
324 

200140 
610959 

"S?Jt 

H2940 
677090 
60183® 

750601 

326— 

208030 200031 
223272 223500 
aaz/Sl 282855 
722132 722135 
B-327 — 

B 15576 15593 

B 298569 298570 

561757 561758 


531221 

645926 


6842 

700326 


109144 

217415 

506250 

609616 

039286 

52730 

221123 

8668T2 

215430 

44B633 

842219 

495906 

511500 

752304 

899164 

304212 

670623 

166958 

233340 

627000 

840966 

57341 

246020 

291393 

599036 


(App.) 
274490 
(Mem. ) 
404776 
543460 
924619 
930362 

767370 

587030 

753333 

807000 

497530 

327322 

414170 

3404 

33429 

62254 

231091 


689319 

122110 

727648 


677933 

672050 

469302 

596509 

603000 

485348 

88203 

1619 

1001 

218025 

200133 

611012 

I429S2 

677113 

601904 

750605 


U U. 

B-327— iCont.) 

731507 731510 
328 — 

280752 280759 
285005 265069 
B-330— 

313823 313030 

331— 

170024 178804 
00086U 

332— 

20627 

00073 88991 

622137 622150 
B-333— 

B 199328 199340 

243958 24 371 
699151 690353 

335— 

709652 

732911 732942 
B-337 — 

21091 21099 

593610 593611 

330 — 

310601 316700 
359661 359020 

731457 731500 

339^ — 

381600 381693 

3 - 10 — 

514065 51BOOO 
■ 642310 642330 

733975 734169 
876917 077067 

34 1 — 

00401 30402 

380082 380093 

34 

" 211739 211740 

810245 010270 
B " ^ 3 

40917 40918 

598009 598829 

17799 17025 

624169 624170 

B 720064 720062 

T» _ 'I 

107291 107304 
273033 273035 
B 317015 317020 

B 3927B2 302062 
450967 
B-34fi— 

616971 

696413 696429 
B-347— 

326270 

899100 899 196 

123221 1 23225 

363710 363750 
480751 48O03S 

349— 

413095 414000 
503465 503482 
563251 563963 

912411 91255? 


350— 


351- 


352— 


435 U 43514 
168147 168149 
960956 969000 


75976 

46043 


75974 

46010 


353— 


643641 643780 

3730C2 372065 

464104 464311 
811255 011330 
B-354— 

38048 30205 

193545 193549 

11-355— 

B 326060 326085 

B 330654 

411104 41U94 
B-356— 

875056 675800 
B-357— 

B 293094 293095 
528761 5287 64 
528521 528532 

638251 639000 

644371 644473 
751170 75129B 


358— 


197251 

279035 

336216 

953163 


360— 


214245 

336146 


197755 

279036 

336280 

9532.‘50 

214307 


381— 


362— 


270519 
408526 400005 


270477 

G5O602 


L. LF. 

363— 

321665 

365— 

369255 

366— 

4396(i9 

694744 

367— 

155477 

329159 

B-369— 

250870 
B 253410 
337141 
4BS055 
578392 

370— 

756001 

770838 

589306 

B-3T2— 

55370 
E 328700 
704613 

374— 

70900 

510460 

377— 

442222 

684751 

000154 

378— 

300149 

418413 

379— 

275517 

6^n458 

380^ 

238710 

60190 

382— 

372019 

923063 

384— 

416468 

657029 

386— 

616930 

749000 

B-307— 

142322 
B 322913 
B 400174 
618470 
B-380— 

756289 

3811 — 

168717 

390— 

29046 

319601 

739846 

755051 

626370 

B-39I— 

B 267151 
383348 
411923 
B 596508 

393— 

006460 

394— 

87147 

187604 

H-395— 

607206 

397— 

TE216 

328560 

390— 

213433 

670417 

400— 

026253 

401— 

196212 

315640 

403— 

319292 

931146 

401— 

407353 

596002 

405— 

319227 

onoofyi 

406— 

332410 

B*407— 

25153 
B 354980 
300502 
665939 
B 717845 
408— 

2667S1 


139619 

226031 

B-ni>— 

203009 

514053 


321679 

369320 

694779 

155580 

329190 

250B71 

253434 

337160 

495064 

578855 

756024 

770850 

569343 

55380 

328806 

704044 

79919 

570471 

442500 

6B5235 

909257 

300177 

418476 

275523 

071523 

238712 

913199 

372030 

923140 

416517 

657032 

017076 

749699 

142330 

322914 


756205 

160728 

30000 

320545 

739950 

756267 

826842 


383367 

411926 

596574 

0O64B1 

87154 

187615 

697310 

72225 

328633 

213533 

670424 

826311 

196220 

315683 


931211 


407370 

596005 


319207 

5E>nnO0 


332441 


25200 

354984 


665940 

717876 


266844 


139620 
2261 18 


203010 

514004 


L. 

H^UO— i^ContJ 

674004 ti14809 
li-411— 

491420 

730265 730358 
739980 739909 
B-4J2— 

B 139801 139825 
2535(50 253644 
414379 414300 
B 638004 639000 
B 783751 783832 
413^ 

41187 41216 

100220 10K268 

579064 580056 
B*414— 

80233 80238 

439211 439216 

415— 

;^457 220500 
694031 694039 

759332 759367 
822T51 822 1 58 

416— 

640811 643340 

B-420— 

B 262444 262445 
438090 438103 
605501 605536 
B 736512 736676 
9087 17 908721 
920875 921000 

424— 

676346 676364 

42(^— 

199136 199J41 

308704 308807 

427— 

164695 164703 

428— 

160575 

657330 657372 

B-429— 

513013 513177 
670410 671250 
774175 774605 
794251 795363 

439 — 

695470 695497 
li-431— 

39501 30509 

B51751 651B07 
B 900666 900618 
432— 

213436 213400 

596357 596362 
B‘134— 

219999 2200UJ1 
B 303636 303643 
B 342974 342993 
437M1 437945 
B-435— 

B 365085 365091 
709771 709790 

436— 

305701 305760 

437— 

B 205051 205350 
B 360904 360905 
B 030251 030527 
B-430— 

453171 453279 
683368 603439 
tS-439— 

195940 195950 
724051 724002 

H-440— 

256047 256070 

413749 413756 
598501 598534 
801731 801750 

f 1-441— 

47164 47166 

547356 547390 

442— 

673599 673604 
673904 673919 
731112 731149 
443 — 

667522 607561 
696822 

444— 

60233 60242 

627825 621845 


445— 

572943 672947 
965113 965199 
B-446— 

71259 71290 

250193 250797 
B 473321 473334 
e-447— 

B 323298 323299 
524330 524361 
597524 597529 


448^ 


554260 554261 
896469 096483 


449— 


27654 27659 

BS9501 059511 


L. U. 

451— 

163579 

426235 

B-453— 

B 76U72 
718432 
712095 

454— 

906910 

435540 

528132 

il-45fi— 

33613 
B 307036 
157— 

773596 

458— 

136634 

163530 

459— 

200534 

236720 

670041 

460— 

97904 

113820 

659541 

753485 

461— 

316324 

902760 

B-463— 

B 373288 
B 476112 
6557G4 
B-465 — 

55778 
B 188674 
B 770326 
984162 

466— 

221435 

613771 

467— 

227388 

B*16R_ 

456933 

665312 

470— 

323478 

in- 

565620 

B-472— 

B 125517 
473— 

573982 
B-474 — 

B 290572 
B 464029 
505586 
650940 
B 794251 
475— 

224448 

B-476— 

61528 
B 255961 
B 455180 
B-477— 
217541 
255226 
B 297918 
797401 

479— 

415292 

521251 

640250 

707965 

480— 

11501 

930471 

401— 

156511 

718717 

li-182— 

220905 
B 2731 15 
717801 

403— 

597805 

404^ 

518692 

709001 

485— 

503302 

740556 

486 — 

521375 

B-487— 

B 463079 
601857 
700004 


488— 


489— 


490— 


125851 

404571 

820651 

276328 

573201 

618970 


163628 

526239 

761509 

718430 

112216 

906012 

435561 

528103 

33650 

307337 

773632 

136657 

165531 


236730 I 
670971 , 

97990 

111000 

559727 

753555 


992700 

373209 

470211 

655781 

55783 

188697 

771350 

984593 

22145CI 

613774 

227444 

456977 

065314 

323505 

5656G2 

725522 

573995 

2905T& 

464850 

605600 

659170 

794256 

224500 

61550 

455217 

217549 

255250 

797692 

4V5334 

521208 

640446 

708000 

11504 

930548 

156602 

718721 

220986 

717889 

598000 

518700 

789000 

503420 

740.104 

521395 

463080 

661863 


125804 

404669 

828720 

270354 

573203 


L. U. 

492— 

753531 

B-493— 

062080 

H-405— 

212555 
233176 
B 25B566 
357125 
605501 

496— 

251443 

507409 

11-497 

802461 

D-490— 

541291 

•199— 

533621 

761237 

500— 

364626 

366741 

504— 

330092 

409527 

506— 

315345 

11-507— 

B 465913 
()00081 
703060 

508— 

120948 

135240 

155226 

349001 

875251 

509— 

71453 

278844 

511— 

431995 

562577 

512— 

593003 

702400 

513— 

312730 

332529 

516— 

392307 

517— 

46902 

692326 

B-5I8— 

310319 
B 40491 1 
702570 
n-520— 

B 221600 
673509 
705266 

521— 

626504 

692451 

522— 

03090 

528042 

736001 

B-523— 

B 465170 
674624 
102767 

524— 

203077 

525— 

247022 

526— 

400726 

527— 

742847 

750809 

528— 

706751 

89995*2 

529— 

186000 

531— 

154268 

685506 

532— 

43929 

089862 

533— 

302152 

535— 

G77260 

714204 

536— 

731401 

537— 

270102 

53K— 

46257 

550160 

540— 

106155 

599001 


753571 

602096 

21 280 1 
233250 

357155 

685090 

251500 

587412 

802465 

541295 

533752 

701262 

364787 

566737 

336151 

499549 

315396 

405920 

600119 

103067 

121085 

135282 

155250 

549750 

875394 

71459 

278804 

431996 

562633 

593006 

102443 

312777 

332533 

392349 

46993 

6923.52 

316361 

404918 

702576 

221607 

673539 

705481 

626509 

692617 


520900 

674540 

203699 

247034 

400732 

743025 

750836 

786819 

9uOOOO 


154340 

685633 

43930 

989943 

302179 

677205 

714205 

731402 

270106 

550193 

106202 

599002 

(App.) 


543— 


256971 256977 


OCTOBER, 1942 


m 


L. U, 

541— 


41560 

41588 

391721 

391809 

11-545- 

33717 

;i37ia 

81191 

81242 

B 328538 

326639 

B 737063 

737667 

547— 

72836 

72900 

99901 

99917 

11*548— 

124719 

124723 

549— 

11997 

12000 

454641 

455009 

7W51 

708455 

550— 

412266 

412288 

698138 

898167 

552— 

656042 

656949 

553— 

360211 

350409 

698434 

698603 

11-554— 

B 261265 

261276 

307506 

307526 

B 496361 

496468 

651769 

651774 

557— 

71 0874 

710916 

559— 

183323 

183346 

il*5G0— 

e 467056 

467963 

6B16M 

681656 

561— 

102305 

102737 

705217 

705221 

562— 

318061 

318085 

5B15C1 

563— 

195204 

195261 

715720 

715724 

564 — 

27188 

27190 

535544 

535^67 

It -565— 

531341 

531859 

568— 

I935G4 

692758 

692925 

722664 

722697 

B-SG9— 

13036 

13500 

B 275907 

275910 

700776 

700796 

811501 

811650 

B-57U— 

175023 

175631 

B 271834 

271835 

B 272015 

(App.J 

272023 

757135 

757226 

11-572— 

4UB11 

411380 

573— 

56847 

36350 

600193 

575— 

300397 

300406 

57 

716063 

716123 

759687 

759995 

577— 

67437 

57442 

077709 

977727 

fiSO— 

271242 

271253 

847057 

847074 

581— 

418891 

418950 

582— 

281922 

887601 

887680 

583— 

76U01 

761140 

584— 

365341 

36M9T 

538039 

538105 

594178 

596250 

685251 

665962 

585— 

741901 

741907 

977216 

917250 

587— 

903461 

993487 

588— 

7366B 

73678 

910115 

910164 

589— 

551621 

551770 

588021 

588027 

590— 

318923 

318936 

591— 

694391 

694940 

734551 

734565 

592— 

578201 

578230 

68847 6 

686507 


L. V. 


592— (Cont.j 


682501 

6825:16 

593— 


65244 

05304 

504— 


222821 


448828 

440851 

595— 


301501 

301583 

309651 

400454 

518440 

518548 

596— 


261106 

261 1 14 

SOT— 


213194 

2L3195 

442067 

442090 

599— 


37845 


66698 

66736 

600— 


519719 

519728 

601— 


302015 

302072 

549367 

54931m 

637546 

637S50 

B-603— 


722975 

722987 

329600 

329700 

732:101 

7:12427 

604— 


384191 

364260 

B-GOS— 


B 385202 


3T099G 

371108 

B 426660 

426710 

578535 

576544 

603134 

603266 

606— 


322580 

:i22Gl7 

597220 

597221 

607— 


604404 

H64405 

081001 

(mini! 

B-609— 


536283 

536294 

610— 


667546 

DG760G 

611— 


42712 

42750 

623076 

623083 

848251 

84832 I 

612— 


555265 


701387 

701396 

613— 


1 16534 

1 1054R 

893555 

693760 

799501 

799846 

906053 

966054 

614— 


534308 

534886 

615— 


835503 

835637 

H-ei6— 


1x58692 

158914 

578930 

577050 

762451 

7624B6 

617— 


374338 

374375 

953044 

953237 

61B— 


97801 

97810 

704581 

704x582 

741151 

741300 

619— 


537131 

53721 5 

748188 

748350 

795751 

705825 

620— 


330054 

330658 

831801 

831677 

11*622— 


672049 

672053 

623— 


120239 

120260 

B-624— 


270040 

270160 

353483 

353514 

B 756563 

756570 

B-637— 


683161 

683170 

697365 


628— 


277415 

27745x5 

629— 


61846 

61847 

918356 

918400 

636— 


271B59 

271B6B 

632— 


B83D2 

58427 

633— 


270024 

270026 

374577 

374631 

63^1— 


254514 

254515 

772551 

7726x50 

773254 

773275 

28981 

29100 

5962x51 

596510 

636— 


324721 

324743 


L. Lt. 

BT*— 


193293 

193415 

664343 

664344 

B-638— 

59829 

59809 

B 222647 

222070 

B 364652 

364555 

684223 

684227 

639— 

69179 

(^208 

730710 

B-G4(^ 

83036 

83irM» 

130951 

1312(H» 

469848 

409H8O 

11-041— 

686160 

686172 

R-642— 

B 212913 

212928 

B 370820 

370823 

672312 

672310 

043— 

257133 

257140 

280455 

280500 

873001 

87,J019 

044— 

227470 

227470 

762437 

762443 

98D091 

9801 0B 

B-64S— 

6035 

(5051 

148985 

148998 

B 231653 

640— 

70102 

70137 

160258 

160260 

B-047— 

66126 

661*37 

048— 

485551 

485004 

670634 

670710 

727021 

727030 

019— 

226300 

226302 

359071 

350215 

630— 

825001 

82x5008 

947169 

947250 

051— 

S47511 

847540 

652— 

7963S 

79701 

653— 

87 1734 

871762 

654— 

29x5600 

295695 

592584 

699751 

099930 


B 343578 

3435R4 

564652 

564891 

604419 

B 824254 

824290 

0x56^— 

322256 

3222H6 

r_G57— 

256476 

2,46xTfm 

328000 

328028 

645001 

645006 

B-e59— 

206566 

206625 

26T636 

267750 

294182 

294270 

294751 

294800 

B 335711 

371923 

372000 

481x574 

48163x5 

635251 

635710 

660— 

314131 

314139 

681500 

681504 

688676 

688781 

661— 

198232 

531832 

53185B 

063— 

423123 

780309 

7B0x^37 

B-663— 

186678 

1806B5 

35x5911 

355996 

B 737309 

737321 

665— 

20825 

20917 

310378 

310409 

660— 

348829 

3488x76 

690121 

690200 

B-G67— 

B 289B37 

289530 

325700 

325703 

B 635245 

635250 

774794 

774950 

B 781501 

701642 

668— 

377x348 

377302 

669— 

B98D4 

89805 

179881 

1799*55 

070— 

7S9B85 

789892 


L. U. 
a7i— 


2S225S 

2823 10 

673— 

377372 

377390 

501510 

501514 

071— 

x3fl09.56 

381000 

405751 

405821 

0-075— 

27395 

27398 

449(^ 

449171 

070 — 

344158 

344100 

687900 

683063 

073— 

590977 

591000 

798751 

798779 

679— 

333351 

333373 

080— 

825784 

825795 

681— 

50632 


719282 

6«2— 

x5H9445 

50947S 

683— 

329997 

330000 

721777 

732001 

732101 

11-034— 

225117 

225121 

583049 

583723 

B 765920 

765942 

957321 

957345 

085— 

22MS3 

972x511 

972540 

0H6-- 

71791 

747345 

747367 

B-08K— 

25469 

25476 

21x5605 

215710 

B 341584 

341585 

689— 

307029 

307032 

840531 

840576 

It- 690— 

3D9685 

309762 

692— 

91228 

91310 

311402 

311490 

327520 

327521 

093— 

645787 

645811 

094— 

490990 

491002 

09f — 

71976 

72000 

743101 

743118 

096— 

64066 

64091 

707010 

707018 

097— 

178912 

179005 

550208 

550752 

558001 

558207 

098— 

193700 

193740 

B*099— 

B 336728 

458131 

458157 

B 613766 

6)3630 

700— 

400625 

40064*3 

5640 16 

564025 

B-702— 

194815 

194850 

241501 

241684 

242xf^4l 

2429x12 

24x3789 

243915 

243001 

2431x59 

B 373568 

407854 

4078.56 

B 431559 

431641 

B 466607 

466638 

512461 

512468 

650435 

G56444 

714661 

714750 

719729 

719801 

721232 

721312 

721863 

721949 

723380 

72*3472 

725067 

7251 98 

72,5642 

725692 

726470 

726501 

758209 

7582x11 

881218 

eai2x5o 

R-703— 

R 300552 

300x157 

567877 

56787 B 

897533 

S975B5 

704— 

140341 

140383 

n*705 — 

590592 

681067 

6BI688 

B 722820 

722831 

B 307820 
11-700— 

(380343 

680378 


L. U. 

tCoilt.) 


B 722670 
708— 

722676 

163435 

3B1404 

381565 

705— 


729920 

729944 

710— 


2111 

ii9:m 

119315 

712— 


359380 

330rt97 

814U68 

8H1Q8 

H-TI3— 


D 194781 

194x900 

B 7792x51 

780000 

B 760642 

781300 

804119 

804380 

714— 


74429 

744.18 

716— 


346491 

346500 

515)751 

520120 

541071 

x54l590 

652901 

853390 

717— 


299406 

299509 

452574 

452575 

634654 

654661 

7IS— 


579833 

579834 

727151 

727203 

719— 


17251 

17278 

232202 

946446 

946500 

B-721— 


R 3x1x5471 

335476 

B 473057 

473067 

594364 

594308 

014483 

614593 

722— 


f)9365 

69370 

955793 

958813 

n-733— 


B 299419 

290421 

B 336702 

3*16712 

028991 

629174 

724— 


28888 

28935 

100780 

100793 

248749 

248820 

725— 


84:t722 


720— 


170431 

058403 

658449 

It- 727— 


69455 

69496 

728— 


301556 

301559 

526159 

x526l82 

729— 


620435 

626440 

731— 


6770U 

677041 

732— 


325328 

325391 

733— 


14040 

14195 

*598240 

598259 

734— 


445898 

446250 

510880 

5UB04 

797251 

797464 

11*735— 


72901 

72978 

B 2! 8289 


699957 

099971 

75x5601 

755686 

7 30— 


728444 

728501 

738— 


323947 

323956 

926771 

926890 

n*739— 


582296 

5B229B 

&8H52H 

8B8603 

740— 


401010 

401021 

741— 


00014 

60022 

724989 

724991 

743— 


1676 

1678 

387841 

387853 

744— 


697801 

098107 

747— 


189501 

189605 

748— 


303009 

363022 

917203 

917250 

942751 

942785 

n~749— 


39370 

39573 

B 448260 

448301 

7S0— 


21735 

21750 

*509251 

x509253 

565831 

565833 


L. U, 

751— 

77S325 776475 

7*i«a4e nmv.\ 


752— 

511304 

H-753— 


322216 

322226 

B 380122 

380124 

B 458870 

458882 

B-7S4— 

311451 

311464 

75S— 

694S4B 

094583 

709056 

709065 

750— 

146191 

146249 

G952SB 

095201 

757— 

967316 

007348 

758— , 

419321 

419342 , 

B-759— 

57677 

57095 

B 376203 

376267 

B 455982 

406007 

737879 

624609 

624750 

717407 

717450 

850501 

850618 

761— 


69804 

69847 

762— 

9167 

917,3 

320741 

320770 

B-763— 

B 247066 

247079 

a 510441 

510530 

528254 

528421 

250260 

250290 

764— 

242349 

242,100 

954411 

954470 

765— 

109059 

100973 

211056 

221 190 

B-766— 

570043 

570004 

592116 

592117 

767— 

43233*1 

432436 

43768 

4x1937 ! 

78825:i 

78926,5 1 

768— 

315090 

310092 

660043 

660070 

R_7G9_ 

B 387537 

x187600 

B 450210 

456222 

770— 

81875 

01877 

178305 

178404 

774— 

77035 

778x10 

37x0346 

375423 

77S=»* 

5716U 

BT104O 

776 — 

193610 

193774 

370066 

370116 

064642 

664866 

777— 

044588 I 

703003 

703089 1 

778— 

B 458592 

458598 

779— 

288870 

289(106 

637194 

637210 1 

7Kfl— 

328x128 

320000 1 

676718 

67074.1 

733201 

7*13374 

782— 

525480 

x520497 ' 

783— 

16x99*11 

1699x14 

988248 

908365 

784— 

657057 

0,57130 

B-7RS— 

B 47010! 

470130 

695055 

095860 

786— 

xmB6l 

338809 

564018 

56421 1 

7035xi:i 

703073 

787— 

317103 

03 1484 

*53 150x5 

H-708— 

269x500 

20957R 

591489 

x5914n9 

790— 

166590 

166592 

302521 

302541 

791— 

803700 

603703 

817085 

817240 

793— 

.124309 

324320 

728508 

728570 


L. U. 



64mi 641815 
746690 748713 

768304 
0-795— 

162850 I828G3 
B-798— 

313286 3133 L 4 

799— 

73695 73800 

a«0— 

168508 168539 
311103 311104 
581565 581664 
0-801— 

B 319352 310853 
465994 466139 
637729 

B 745106 745127 
802— 

761476 761486 

8(13— 

766635 766737 
11-804— 

B 388232 368234 
B 460094 46011 2 

806 

24266B 242688 
431643 431644 

807 — 

72544 12533 

266367 
B-S08— 

303125 303127 
397414 397424 

809— 

123842 123855 

810 — 

325842 325881 
738479 738 4B5 

g. 

C0751 61620 

306 601 306579 

741091 741103 

jjlj 

219685 219750 
612055 612056 
788251 786357 
B-814— 

175332 175336 
228751 228765 
B 240640 

B 326542 326548 
374248 374250 
759712 759733 
B-815— 

B 231024 

0 740989 741000 
B 688651 688654 
II -8 16 — 

B 232401 232466 

427546 427561 

323835 523965 
636001 636750 

811— 

354848 354879 
635377 685500 
714751 715022 

il-Bl8 — 

388309 338343 
B 782318 782394 
Il*S2fl— 

327601 327617 
B 460651 460659 
B37ni5 371116 
740266 740267 

gjj2 

42698 42748 

917251 917283 

823 — 

305191 

698251 698274 

821 — 

267539 

692632 692657 

831— 

560569 560570 
665466 665484 
B-S33— 

B 357654 
555774 

543491 548583 

585919 585934 

834— 

30810! 308134 

707574 707576 

836— 

326887 32(3999 
750306 750323 
B-837— 

24125 24135 

B 485410 485430 

H-S38_ 

880318 8B0344 

840 — 

519197 519231 

841— 

450305 45031 1 
816153 816166 

842— 

910086 910102 
B4963 


526 


The Journal of ELECTRICAL WORKERS and Operalors 


L, U. 
n-MZ— 


370068 

378112 

572385 

572390 

B-844— 


B 294910 

294911 

532601 

532690 

B 733996 

733999 

759463 

759470 

045 — 


51957 

52026 

574107 

574100 

B-046 — 


410105 

410110 

444846 

444648 

597160 

597492 

047— 


117401 

137545 

393099 

393100 

049— 


669866 

669994 

050— 


32983 

32984 

802191 

802239 

051— 


584949 


677492 

577490 

052— 


86640 

86700 

507661 

507682 

B-8a3^— 


B 301986 

382110 

B 686851 

686995 

854^ 


81303 

81393 

737677 

737714 

855— 


247607 

247614 

303416 

303454 

856— 


429704 

429750 

640501 

640509 

857— 


128624 

128654 

859— 


607434 


768021 

768190 

860— 


122400 


150901 

750913 

061— 


312019 

312056 

750470 

750565 

754651 

754615 

862— 


223850 

223919 

263040 

263042 

863— 


040839 

040840 

864— 


222413 

222502 

865— 


10485 

10493 

293686 

293981 

S66— 


759155 

159173 

751501 

751520 

067— 


311470 


667980 

667999 

B-868— 


B 93529 

93564 

B 749304 

749749 

869— 


262072 

262073 

070751 

070002 

070“— 


71327B 

713321 

872^— 


293457 

293400 

451579 

451594 

873— 


372905 

373982 

730384 

730412 

B-874— ^ 


207206 

207225 

334908 


875— 


19S2I0 

190228 

077— 


576403 

576415 

800— 


763051 

783094 

B-802^— 


149972 

150000 

B 220535 

220543 

31D042 


657731 

657172 

085^— 


316101 

516282 

754354 

754359 

887— 


231129 

281134 

331155 

331273 

8S0 — 


58056 

58875 

889— 


468343 


610397 

618603 

747270 

747201 

891— 


323197 

323198 

964422 

964440 


L. U. 
893— 


172328 

172230 

749841 

749850 

646501 

646508 

898— 


298149 

422541 

298236 

097— 


171965 

313004 

313111 

098— 


419797 

419843 

670423 

670477 

902— 


837936 

807959 

903— 


569500 

569576 

607725 

608069 

747551 

747609 

B-904— 


64574 

171717 

64597 

B 610889 

610953 

B-905 — 


B 267043 

267840 

418170 

418192 

440880 

440882 

B 322951 

823061 

103173 

103106 

B-907— 


B 258794 
B 344743 

344781 

7085U 

708623 

998— 


527366 

527947 

633954 

633080 

B-90&— 


B 234013 

234817 

293218 

330254 

330308 

910— 


389440 

389451 

707231 

701259 

666721 

6G6750 

947519 

041736 

911— 


173358 

173859 

119751 

179033 

912— 


549011 

549010 

914— 


896233 


917— 


41251 

41259 

nmo 

111750 

735847 

735884 

704464 

704500 

831001 

831087 

918— 


743429 

743445 

919— 


255698 

255704 

920— 


523936 

529003 

718167 

718211 

B-921— 


B 143445 

143563 

559370 

560250 

561001 

561422 

922— 


449589 

449622 

923— 


26816 

29096 

B-925^ 


B 224176 
307843 
B 365420 

224193 

679862 

679072 

B-626— 


344063 

344104 

B 243108 
B-927— 

243110 

B 3SB802 
B 778062 

778290 

928— 


163880 

163091 

60153S 

601505 

B-929— 


23019 

23067 

250842 

250048 

B 234898 

234900 

317422 

317424 

376501 

376510 

931— 


240343 

240307 

932— 


176831 

176038 

483926 

523507 

523530 

933— 


236856 

577522 

236006 

934— 


319574 

319666 

B-935— 


B 202680 
B 287743 

263013 

7D1861 

791874 

B-636— 


320851 

320054 

B 400157 

4B615B 


D*93e— (Cont.) 


600614 

600639 

937— 

563569 

581606 

939— 

249000 

249013 

940^ 

680682 

680700 

210055 

218057 

B-941— 

311225 

311280 

659013 

659016 

942— 

22U30 

221160 

420169 
B-94S — 

B 97S605 

078640 

946— 

750601 

750642 

B-947— 

242800 

242091 

B 330051 

330653 

B 600051 

089005 

B-949— 

B 250337 

250398 

E 396743 

296744 

392119 

392156 

401753 

482314 

B-952— 

563625 

503633 

S54501 

054031 

919461 

953— 

610104 

610475 

B-954— 

B 218561 

218569 

251205 

251206 

65S687 

658701 

956 

116361 

716365 

B-959— 

402800 
B 509413 

692543 

692550 

B-966— 

072041 

672945 

B-963 — 

163630 

162031 

B 298636 

298639 

517802 

517890 

B-965— 

101026 

101040 

B 117212 

117217 

B 1 18054 

118067 

B 119160 

119106 

B 119384 

1 19593 

B 121129 

121146 

B 121501 

321527 

B 122996 

1230(K1 

B 123952 

123957 

B 124872 

124883 

B 123557 

125567 

B 120225 

126240 

B 127085 

127062 

B 127743 

127751 

B 129363 

120382 

B 38h5861 

305062 

429385 

439307 

701878 

762854 

762859 

103399 

703404 

703162 

763767 

764122 

764125 

764345 

764348 

810000 

010618 

811875 

811892 

815121 

966— 

696852 

690920 

96S— 

194396 

194432 

304635 

304653 

B-969— 

B 442877 

442896 

976— 

655413 

65S4B0 

935278 

955337 

11-975— 

582082 

502604 

715006 

710021 

977— 

522418 

522423 

B-979— 

B 276705 

270707 

310601 

318010 

400500 

B-981— 

B 277888 

277091 

B 2T0O80 

278097 

412015 

412040 

478917 

479064 

B-902— 

110083 

11 8085 

B 308470 

300479 

722309 

722459 

601938 

082106 

0-987— 

B 143590 

142170 

B 723624 

723750 

B 737251 

747928 

R 730001 

738040 


L. U. 


B 265307 

B 400627 

460060 

B 680951 

008900 

991— 

186729 

30259i 

41 5480 

415490 

B-993— 

525185 

625260 

636273 

636274 

B-994— 

B 55604 

B 457804 

457840 

995— 

320091 

320100 

600001 

000024 

756601 

760717 

996— 

87412 

87419 

308405 

308419 

11-997— 

B 331285 

519308 

519377 

0*998— 

B 753012 

573872 

0-1000— 

B 187331 

187451 

B 704603 

765551 

tl-1001— 

B 360363 

360374 

li-iU02— 

307019 

367210 

B 402025 

402832 

645030 

645041 

520040 

521250 

508501 

569180 

1004— 

05511 

6553 

397941 

397942 

642326 

642527 

B^iooe— 

B 225996 

226019 

B 496092 

499254 

0-1007— 

B 417001 

417017 

B 431104 

431250 

B-1 003— 

260561 

266573 

B 353217 

353226 

E 523099 

523967 

661067 

601059 

B-ioon— 

159339 

159447 

001507 

001531 

11-1010 — 

305251 

365274 

400700 

406750 

730500 

H 73^938 

B 855751 

866002 

B-IOIS— 

B 701559 

701639 

11-1018— 

B 368972 

260975 

B 019403 

619500 

B 838501 

838657 

B-1019— 

B 220542 

B 472101 

47212G 

n-1026— 

B 356998 

357000 

B 062501 

062547 

H-1027— 

B 333891 

333898 

0 401070 

401211 

1029— 

17105 

17168 

321378 

32140S 

B-1 030— 

B 227201 

227207 

691615 

691649 

B-1031— 

706900 

760910 

776707 

775800 

775804 

776037 

905755 

905798 

1032— 

52236 

52238 

428025 

428D40 

707893 

707897 

1033— 

304097 

304921 

B-103S— 

B 354105 

364195 

B 829598 

829844 

D24039 

924040 

1036— 

331839 

381850 

670160 

1037— 

75261 

75360 

129948 

129951 

B-1042— 

114292 

114300 

B 197907 

197999 

B 358832 

358033 

053094 

053895 

720751 

720770 

B-1043— 

1 15055 

115000 

1044— 

an BOO 

3UB50 


L. U, 


1044— (Cont, 

) 

071352 

071353 

JJ-1046— 


852751 

852758 

030913 

038936 

1047— 


204185 


943765 

943804 

B-1 048— 


B 160921 

10701® 

502946 

583142 

728113 

728135 

U-104S— 


605834 

600000 

B 831001 

831153 

B-lOSl— 


B 529016 

529780 

II*!0S2— 


B 397984 

398021 

B-1053— 


207800 

267811 

B-1054 — 


207133 

267147 

310843 

310920 

396927 

396929 

aiaaio 

a3R342 

B-1055— 


B 230645 


B 332463 

532500 

B 724501 

724552 

B-1060— 


50003 

50053 

B-1061— 


B 171864 

172033 

607751 

560244 

190487 

796500 

B-1062— 


B 210 990 

211020 

B-1065— 


B 248046 


B 331651 


0-1066— 


B 198300 

198312 

327383 

327425 

663824 

663828 

B-1067— 


B 250403 

250418 

B 087186 

087374 

11-1009— 


B 99363 

99372 

B-ion— 


B 271704 

271705 

B 49;i;i61 

493418 

1072— 


224102 


955608 

955627 

B-1075— 


B 236893 

236908 

10T7- 


270447 

270453 

11-1079— 


B 128107 

120111 

B-1080— 


B 5442 


B 495327 

495430 

1081— 


622848 

522803 

660305 


B-1083— 


337770 

338043 

B 340794 

340800 

B 388501 

308610 

1080— 


469901 

469997 

n-j098— 


B 033203 

8337 20 

B-1089— 


5 331958 

33SO40 

1091— 


320401 

320414 

540291 

540300 

B-1092— 


B 369109 

369120 

B-1094— 


B 64171 

04183 

B 490722 

490755 

1095— 


294896 

£14933 

B-I097— 


245785 

245788 

B 485139 

485144 

B-1098— 


B 70306 

70390 

015374 

015888 

B-llOO— 


40781 

40040 

271214—211219 

B 364260 


003854 


11-1102— 


B 642400 

642460 

R-]104 


B 98869 

98941 

B 741985 

742158 

B-1106— 


B 211089 

2U118 

B 257173 

257197 

1108— 


4591 19 

459145 

031665 


B-1 108— 


n 382967 

382917 


L, U. 

B-1109— (ConU 
(5^101 637320 
D-IJIO— 

B 300465 300490 
B57T614 577740 
D-llH— 

B 260370 

501466 5014S9 
B 524836 524945 
B-1112— 

323294 323314 
507001 507192 
B 776820 717000 
B-1115— 

B 266034 
B 467626 467646 
Billie — 

B 261766 261767 
B 555541 555621 
757958 
B-lllS— 

117042 117047 
595693 595710 
B*1120— 

940136 940147 
[ 1 - 1121 — 

B 341239 341241 
965870 965874 
1122— 

60438 60459 

B-1123— 

tJ 726099 726137 
H-H25— 

B 258568 258571 
B 823612 823705 
B-1126— 

B 238991 239046 
608866 608867 
751173 751192 
B-1127— 

B 1922B5 192290 
B-1129— 

B 636107 630120 
B-tl32— 

B 395448 395403 

1135— 

64422 04424 

451423 451478 

1136— 

370591 

700725 700870 
B-1137— 

B 200303 209342 
B 304574 304576 
113S-* 

203TS4 283903 
1139— 

271578 271602 
UU3802 603803 
B-1141— 

28022 28101 
317136 317154 
317433 317448 
B 170007 470036 
547S22 547551 
608438 609650 
610501 610582 
617373 617660 
B-1143 — 

B 595869 595923 
B-1141— 

63179 83203 

86907 809 10 

B 209755 209779 
6GCOOO G60153 
B-1145“ 

373R01 373B72 
620328 620345 
B-1146— 

620025 62)0020 
1149— 

335310 335349 
607095 607096 
B-1 ISO— 

B 365436 365452 
1151 — 

8559T 85593 

541765 541778 
1153— 

323746 323794 
606795 
U55— 

624628 624630 
986703 986008 
1156 — 

327914 327923 
II-115B— 

B 100379 100404 
B-1 159— 

B 110128 110147 

608348 600360 
728029 728086 
B 827251 627327 
B 328522 820750 
B-ltOl— < 

B 575946 576000 
B 83400! 834101 
B-1 162— 

B 340289 340290 

B 480494 480549 
B-1163— 

B 574379 574450 


L, U. 
B-1164— 


B 171 151 

171380 

S 607711 

609000 

B 154501 

756060 

B-1 169— 


B 374834 

374845 

781713 

731957 

B-mo— 


B 457430 

457460 

1172— 


613260 

613324 

624865 


1173— 


390217 

390220 

B-1176— 


B 323050 

^053 

6 521027 

521031 

B-U77— 


B 327807 

^7321 

B 477944 

470010 

1180— 


394047 

394053 

B-1 181— 


117893 

1 17920 

B 750476 

758480 

B-11S2— 


397751 

397767 

B 757050 

757060 

1183— 


57071 

S7O80 

610150 

6ID151 

B-1I05— 


B 329341 

329344 

B 623^0 

623160 

B-1186— 


357130 

357252 

B 460787 

468700 

690675 

690684 

1187— 


641001 (Orig.) 

noth- 


73283 

73310 

B-1191— 


B 208 U3 

203126 

259455 

259470 

613454 

613457 

B-1192— 


B 71 8707 

710760 

982007 

932847 

1193— 


414849 

414873 

609785 

609780 

B.1194— 


B 191 30B 

191422 

B 504009 

504900 

1195— 


501001 

501002 

772927 

772950 

B-1 196— 


B 1O00B3 

100703 

B 740317 

746591 

B-1 197 — 


B 315244 

315259 

E 388591 

383751 

B-1198— 


B 3154^ 

315425 

B 765220 

765269 

B-1 200 — 


B 777158 

777227 

B-I203 — 


B 310026 

316034 

1204— 


622940 

623021 

040150 

646153 

1205— 


197490 

197543 

381232 

381300 

026795 

626199 

803251 

803433 

B-1 200 — 


B 202553 

202576 

306333 

306343 

B 357058 

357063 

627804 

027011 

1209— 


062080 

662700 

75^301 

756345 

628701 


1210— 


696778 

690793 

1211— 


961776 

907800 

1213— 


110381 

118395 

647301 

647303 

1214— 


] 20400 

120500 

1215— 


603024 

683028 

1216— 


74270 

74315 

832863 


1217— 


850755 

856772 

1218— 


48103 

48187 

1219— 


105418 

105429 

634359 

634361 


1220 — 

444033 44405S 
492417 492436 


OCTOBER, 1942 


527 


u u. 


L* U. 


L. U* 1 

L* U. 

1220— (Cent.) 

1364— (Ccmt.) 

Ii-1315— (Cont.) 

B-616— 

635346 

635347 

669756 

669761 

726766 

576994. 995. 

1221— 


1265— 


1316— 

617— 

73041 

73006 

514343 

514351 

721513 721688 

053235^ 236. 

652 ID 1 

652109 

B12fi6— 


727812 727862 

€19— 

1322— 


B 359470 

359479 

1317— 

537129* 130. 

254340 

254840 

B 533675 

033735 

710551 710507 

B-627— 

660781 

660782 

B-1368— 


723101 723260 

6031G8. 169* 

1224— 


B 204276 

204201 

730431 730450 

637— 

654191 

654202 

B 360040 


1318— 

1 93294- 3(}0. 

6690B3 

669103 

B-1270— 


320111 320221 

B-641— 

1225^ 


B21321B 

2132SS 

752561 752661 

006164. 167* 

113041 

113057 

B 361330 


1319— 

169*171. 

652402 

652407 

1271— 


27751 27025 

B*075— 

1226 — 


202B91 

203006 

70B151 700381 

27394, 396* 

3O0B7 

31007 

B-1273— 


729601 729900 

696— 

653552 


B 112046 

112949 

11-1320— 

707014-016. 

1227— 


B 71503a 

715170 

B 381363 301334 

70S— 

514660 

514065 

13*1275— 


B 685671 683724 

103434. 

1228— 


B 665093 

605119 

B-1332— 

B*759-^ 

I2m\ 

12029 

11-1277— 


B 600201 086207 

57694. 

387904 (Trip*) 

B 209003 

209010 

700753 708754 

768— 

663594 

663599 

530145 

530149 

730565 730615 

660042* 

B18221 

818350 

13-1278— 


B-1323— 

Ii-76!K- 



B 578041 

578140 

B 080551 

B 3874S 1-536. 

264461 

264472 

B-1280— 


7093S2 709353 

B 456203-209. 

668864 

666866 

B 210518 

210520 

730817 730846 

211-215. 

mi— 


B 369005 


B-1325— 

73 ^^ 

629597 

620605 

1281— 


B 401101 40U21 

330058-860* 

690769 

690002 

660997 

667000 

B 670051 670071 

B-7SS— 

1332— 


1282— 



591495* 

648250 

648258 

666732 

686763 

MISSING 

791— 

985807 

085857 

B-I283— 



603699* 

B-1234— 


B 214066 

214097 ' 

B*l— 

806— 

B 215214 

215223 

668790 

868798 

B 235551-570* 

431642* 

1235— 


11-1284— 


631191-200. 

SIO— 

121401 

121401 

B 369675 


B 399020-030, 

738460. 

B-1230— 


B 461050 

461164 

B-4€ — 

812— 

633228 


11-1285— 


B 390111-340. 

741087-090, 

697741 

697701 

B 1 14201 

114220 

72— 

B-846— 

B 744485 

74449U 

B 602913 

802D35 

202831. 

410109, 110. 

B-1240— 


1280— 


B-77— 

852— 

B 113349 

113371 

646503 

046504 

B 561621. 

687660. 

B 732790 

732940 1 

070413 

070454 

B-S6— 

866— 

1241— 


695870 

69S075 

B133610, 

759170. 

303942 

303968 

1287— 


116 — - 

872— 

B-1242— 


671150 

67U56 

701275* 280 , 201, 

451504* 

B 102185 

103104 

696157 


289* 293, 295. 

a-907— 

B 393369 

393485 

13-1288— 


290. 

B 344760* 

B-1243— 


B 411277 

471295 

135— 

B 258793* 

B J 68601 

168615 

n-l2R9— 


017093-996. 

708500-510. 

B 742733 

743500 

B 371518 

371542 

B-324— 

911— 

1244— 


B 752301 

752371 

B 751711-720* 

179B3L 

269252 

269365 

1290— 


B-244 — 

996— 

643803 

643804 

633452 

683408 

740031-840* 

87410-411* 415. 

B-1245— 


11-1293— 


B 510470* 

417. 

B 202971 

203104 

B *370667 

375660 

245— 

IJ-KMM)— 

4601S0 

468192 

B 750751 

759795 

665624. 625* 

B 187330. 

B 625221 

6258 10 

B-1304— 


271— 

B-10D2— 

052732 

653080 

B 452602 

452000 

704478-480, 

645037. 

703501 


1295— 


496. 497. 

B-1006— 

B-1246— 


9023 

9626 

R-306— 

B 226010. 

B 527549 

627023 

010U 

07626 

3301-3390. 

B-lOOfl— 

11-1217— 


729401 

729463 

3401. 3402. 

159445, 661517* 

*303796 

303823 

B-1296— 


340— 

519. 522-523* 

659411 


B 160858 

100804 

123222. 223* 

528, 529. 

B-I248— 


604219 

684560 

n-372— 

B-1094— 

B 367210 

367212 

B-1297— 


55377, 

B 64180-182. 

B 450930 

450940 

B 4725B4 

472602 

374— 

B-I127— 

524932 

524039 

1299— 


5704(m* 470, 

B I922B4. 

1249— 


601970 

887085 

379— 

B-1164— 

367515 

367666 

1302— 


215516* 

607771-800. 

695957 

696000 

500319 

500360 

394— 

755021-040. 

702001 

702380 

733903 

733910 

B7H2-146. 

B-11X6— 

774065 

774750 

B-1303— 


148-153* 

*357240-251* 

B67001 

867355 

B 454848 

454650 

401— 

690679. 

1Z51— 


B 832501 

832533 

196214. 

B-I191— 

535089 

535101 

13-1161— 


B-414— 

B 208112. 

742824 

742866 

B 454850 

4*54904 

439210. 

R-1192— 

B-1253 — 


1305— 


415— 

E 718153, 756, 

B 201547 

201552 

307802 

307849 

694023-D27. 029. 

982B23. 

B-1254— 


U-n06— 


B-418— 

B-1201— 

riBiaso 

31^2008 

B 772500 

772627 

453170. 

B 316027. 002* 

6&0T75 

680777 

B-1307— 


485— 

1211— 

B-1255— 


B 370407 

378408 

740556. 561, 563. 

118379. 380. 

B 167466 

16740R 

B 457183 

457216 

500— 

1230— 

B 762484 

762502 

11-1300— 


586742-746. 

668865. 

1257— 


B 4565:il 

456552 

509— 

B-1297— 

262659 

262669 

B-1300— 


71444-452, 

B 412591-600. 

667671 


B 45541 t 

455550 

454-458. 

B-13!l— 

1250— 


B 379112 

379100 

529— 

B 319217. 

282999 

263022 

H 685351 

885450 

1B6799, 

B**X3]5 

667979 

667980 

1310— 


531— 

321059. 

1259— 


63842 

6,3083 

805594, 595. 

624801 

624836 

724391 

724:t99 

597* 599. 605- 

VOID 

B-1260— 


B-nn— 


609* 613* 616- 

B 37*3067 

373140 

585 12 

50514 

619* 621* 622. 


B 522685 

522840 

B *370216 


024-632. 

B-1— 

525029 

525030 

B 450791 

456799 

540— 

B 399474 , 490, 

1261— 


n-ui2— 


590998. 999. 

460376. 441 . 

558324 

556607 

B 398506 

39R602 

577— 

454. 479. 

668413 

658414 

B 793582 

793712 

67438. 

510047* 048* 

B-1262— 

B 116017 

116934 

1113— 

318323 

310332 

580— 

271245, 248. 

055. B 515947. 
798117. 630717. 
S 517597. 

B T50001 

730227 

751653 


249* 

B 829332 
B-1263^ 

830500 

B-ni 4 — 

B 379036 

379930 

582— 

B076O0* 



1 — 

DH 1461. 
OA 295506. 

B 202700 

202704 

B 458464 

458550 

538040* 056. 

29600* 30193. 

512005 

51 3039 

It- 111 5 — 


003. 080* 005. 

30373. 30705* 

669494 

669497 

3310.5B 

321103 

006. 002, 090, 

30748. 30865, 

1264 — 


B 380404 

380406 

007— 

30867, 30691* 

512262 

512272 

B 723348 

723367 

064397*403. 

31187* 31495, 


L. U. 

B-3— (Cont) 

31S50, 31815, 
31519. 31632. 

3 1728. 32352. 
32410, 

B 31034, 31149. 
31153. 32275, 
32326. 323:i4. 
32345, 

XG 82275, 

52279. 

B 2979, 2995. 
774, 1052, 1221. 
1309. 1311, 1553. 
206S, ^65. 

130772* 41062. 
B-9— 

109487, 

B-11— 

B 192038-847, 

B 224762, 

B 299105. 174, 
423891. 903. 

943, 970, 991. 
425475, 520. 

064, 694, 

426008. 4295R8* 
610. 470884, 

733. B 311535- 
537. 90166, 168. 
169. 

797304* 306, 

16 — 

593650, 552823, 
834, 847, 871, 
B-n— 

B 643741, 
B-18— 

B 795231. 246* 
B 307046. 
B-23— 

520210, 458* 
521068-070, 

079, 088. 586. 
on. 634256, 

261. 267* 271* 
296. 323, 365, 
451, 408. 784294. 
313, 352, 532. 
549. 

B-35— 

717292, 

527042. 197. 

35— 

609539, 

B-38— 

B 173495, BBS* 
588, 350050, 
357181. 632318. 
4^2. n 853201* 
375664. 

^^ 721003 , 

B-40— 

248903. 

B-43— 

550634, 633, 
B-40— 

497474. 507. 

512. 524. ,631. 
584. 588. 601, 
681. 798, 842, 
853. .500300, 

332. 334-330, 
3.59. 403, 422. 
475. 493, 5B5. 
006. 

B-4B— 

830940, 821009* 
027* 095* 130. 
165. 189, 197* 
214* 225, 352. 
360. 418, 431* 
500* 512. 708, 
781* 798. 911. 
981* 022003. 
OOB. 055* 197* 
296. 390. 397* 
502* 554, 601, 
608, 812. 872. 
917-941 , 

B 195870, 883, 
B 484417, 436, 
516. 533967. 
534109, 487427. 
457. 459, 494, 
498. 527, 542, 
548, 502, filfl, 
023, 6B3* 669, 
690, 701. 716, 
749. 053, 909. 
408000. 026, 
097, 132. 104* 
250* 277, 27«. 
322* 304, 365. 
377* 468. 420. 
421, 009. 870. 
687. 725. T6«. 
769* 772, 812. 


U U* 

B-18— (Con t*) 

827. 907. 017* 
004. 400001* 

013. 020* 056* 
064. 071. UL* 
319. 361* 355* 
357. 370. 403. 
400. 

50— 

540391* 453-455. 
55— 

202:101. 650516, 
B-57— 

B 137192. 

H 2$4612* 657, 
861* 980* 

051320. 

D B60756. 875* 
065* 034. 953. 
066. B 961060, 
244. 280. 

50— 

235478, 034772. 
B29, 

60^ 

645652. 733. 
B-6S— 

779341* 

B-66— 

B 156634* 

343617* 633, 

930* 023* 032* 
937. 955, 977. 
344274. 301. 

310* 329* 376* 
382. 405. 413. 
415. 453, 489. 
520, 538* 650* 

B 434121. 191. 
473808. 814, 

010* 834, 837* 
041. 043-650, 
655. 858. 

473834. 504658, 
679. 

72— 

902130. 

73— 

411315, 439, 
473021. 024* 15$* 
161. 536160* 
Ii-76— 

357879. 358130, 
161* 101-200* 
m. 199052. 

944. 959. 

600014. 

B-79— 

B 104446, 

84— 

076265. 

96— 

455153. 

99— 

70002, 683. 
886-060. BBl- 
895* 71352. 
B-I07— 

B 510702. 784, 
785* 370005* 

043. 

116— 

524367, 506. 
122 — 

015185* 166, 
B-124— 

102220, 240521, 
679* 525002, 

085. 219. 312. 
411. 444. 574. 
500. 620. 890. 

B 660781. 

B 477520-530. 
825, 628. 630. 
851330, 350. 

352. 356* 

S04087. 

B-125— 

40S9S7* 408260. 
B-130— 

414752, 759* 

760 . 572700, 
889. 9 : 12 , 978. 
548277, 367* 
404 , 518* 698. 
552043, 073, 
171. 430, 

131— 

629320. 733002. 

135— 

617075. 755101. 
702. 704. 

136— 

12788. 281169* 
174, 246, 

138— 

316352. 

U6-- 

4 10116. 

. ii-lSO— 

257551. 750* 
254916, 736058, 


L* U* 

B-lom-tCont.) 

661* 668-692. 
164— 

993384* 442547. 
680, 44324S- 
250. 444096, 
44503D. 040. 

4U. 419, 420, 
961. 962* 

450610, 820202, 
994277* 

177— 

293054, 535200, 
406* 515. 952. 
183— 

323025* 060. 

185— 

46064. 914. 939. 
960. 971. 

186— 

660794. 

193— 

6U70. 

194— 

417847* 

B-202— 

08879. 800. 

042* B 308747, 
705. 801* 803* 
Bm. 016242. 

258* 292, 355. 
472. 479. 

B 667360* 379* 
471* 481. 486- 
489. 692417* 
773280* 287. 

313* 365, 413, 
424. B 478388. 
211 — 

387220, 

B-224— 

fl 58046. 

B 151586* 
B-244— 

B 510473 , 480, 
481. 405, 

740792, 751917. 
245— 

276081* 151* 
too* 500. 

B-24S— 

B 525214, 

601044. 

n-349— 

B 713475. 

251— 

62986* 

B-263— 

B 814526. 45647. 
265— 

172735. 

200 — 

180737* 

271— 

689455, 456, 
407-501* 

704335, 351. 

392 . 398. 4*31. 
439 . 443 , 453* 
467 , 401, 

275— 

832241-236. 

I 261-263. 267- 
277 , 280. 
B-277— 

687154-160. 

284— 

100271. 

B-2H7— 

B 100114, 
217319, 353. 
689012. 

B-280-- 

448621-630. 

294— 

166956. 

291329, 332* 

353. 

302— 

543374, 920805, 

324— 

610974, 

325 — 

142043* 611007, 
001840. 802, 
B-327— 

B 298570. 

328— 

285028. 

33g, 

316629. 350746, 
341— 

30401. 

347— 

899120-120* 130. 
11-357— 

6.38274. 376. 

I 415. 613. 616. 

, 717. 881. 007* 

04S, 751192, 

' 214. 64438S* 


The Journal of ELECTRICAL WORKERS and Operators 


L. U, 

B^357— tCont.) 

450. 

3sa— 

408557. 

B-360 — 

B 578521, 530. 
382— 

923131. 

390— 

319036, 320289. 
739903, 756020. 
175, 241. 

400— 

626295, 307. ' 
405— 

319320, 261, 
5690U7. 

B-412— 

253599. 642. 



694020 {Orlg. 5. 
035. 759340. 
753524. 526. 
426— 

199136. 308793. 
803. 

B-431— 

39505. 651780. 
B-431— 

B 205103. U2, 
129, 131 . 134, 
130^ 149. 151, 
152, 161* 173* 
133. 1B6. 196. 
217, 219, 

B 205221. 225- 
22i, 231. 232. 
236. 238. 240, 
251-253, 255. 
256, 239, 261. 
267 * 273. 286, 
288, 290, 294- 
296, 300. 303- 
305. 333. 346, 
347. B 830257. 
258. 262, 265- 
267, 278. 279. 
281. 282, 293. 
295* 297. 290. 
301, 303, 310. 
410— 

413754. 

B-446— 

71277, 208, 
250793, 794, 

B 473324. 334, 
B-447— 

524353, 

451— 

426235, 236. 
163587, 

457— 

773610-615. 

460— 

11399G. 

B-4fi5— 

B 770353, 910. 
B 771132, 169. 
323. 329, 331. 
339. 984255. 
250* 334. 422. 


B-474— 

658947* 639079, 
008. 

479— 

475303. 333. 
707999, 

480 — 

11503, 930512. 
521. 

504— 

499537. 

509— 

278859. 

511— 

562582, COO, 

601. 605. on. 

521— 

692576, 


L. U. 

527— 

742910. 942.990. 
52S— 

786802. 

531 — 

685593, 614, 623. 
633. 

553 — 

360258* 362, 
B-554— 

B 261271. 275, 
651771. 

561— 

102600. 

564— 

635565. 

B 275910. 
131157. S11551, 
502. 593. 6U1. 
004. 625. 

577— 

57441. 

584— 

538051, 365350, 
594921. 

592- 
686503. 

593 — 

65302. 

595— 

398660. 

597— 

442070. 

B-605— 

B 385202, 
371064* 066* 

B 426664. 670, 
607, 603140. 

160* 181* 192* 
197, 

613— 

116543. 546, 
B-616— 

158868, 576991, 
577023. 

618— 

741221. 

637— 

183307, 377. 

389, 401, 410. 
643— 

280462, 873004. 
648— 

670686. 

653— 

871741, 

B-659— 

294215, 635446, 
456. 

660— 

681479. 400. 

500* 608691*700. 
778* 

674 — 

300956. 957. 

968. 994. 

687929. 963. 
688010. 

B-68S— 

215600. 

697— 

556270. 297, 

355* 410. 489* 
546. 558078, 
no, 130* 140, 
207. 

700— 

564022. 

B-702— 

194010. 242642, 
656443. 

708— 

381527 (Ong.l. 
712— 

350396. 

716*- 

519754, 807. 

83. 854. 

620077, 54 1091. 


L. 17. 

716— (ConU 

149. 153* too. 
108. 171* 174, 
177, 261. 292. 
359. 381. 417. 
443. 5i0* 561. 
587* 052912* 
953. 853031, 
057 , 074, 175, 
248 , 303* 312. 
3BT. 

71S— 

727155. 
li*735 — 

699965. 

751— 

776328, 798919. 
[i-760— 

624668, 706. 
746, 717407. 
437. 440. 

761— 

69020. 824. 

B 510476 . 493, 
528283. 250270* 
767— 

432307. 368, 
369, 301. 425. 
428. 430E9. 
700— 

328450. 

706— 

504105. 703595* 
607 . 613* 749* 
700. 

793— 

3243 L2* 



7377T, 798. 
B*80l— 

400038. 

61419, 420. 
036— 

32B891. 

041— 

010157. 

040^— 

597291. 

aiifl 

768070, 116. 
86,7— 

293770. 084. 
867— 

067090* 



618411, 747199, 
272. 

902— 

087941 . 

903— 

569555. 571. 
747577, 585. 
K*905 — 

440B80. 

!HJ0— 

527867. 00 L 
097, 936, 

6^3959, 973. 

910— 

947586. 655. 

656. 669. 
707257. 389447. 
917— 

735871* 
li-921 — 

559683. 561090. 
B-02S— 

344063. 066. 

070, 000. 084* 
087* 104. 
B-920— 

22891. 234802. 
317417. 

B-941— 

311241, 272. 

g.43 

280462. 480, 
073004 , 016. 


L. U. 

B-949— 

392138. 

B 250339. 364, 
401796. 050. 
It-952— 

563625. 

9S3— 

610224. 3DG. 
473. 619902, 
717810. 717838. 
B-965— 

B 120231-230, 
970— 

955301 . 

II -9 Ha- 
ll 8053, 080, 

B 308478. 
682082. 

B-flH7— 

B 142655, 749, 
B-lttOO— 

B 784026. 
785008, 

B 187370. 
B-1006— 

B 499254, 
B-lOflB— 

a 523904. 935, 
256571. 

B-lOlO— 

365256. 486705, 

n-m4— 

310852. 
n-1055 — 

B 724530. 
n-ii>66— 

663024. 825. 
II-I0H8— 

B 833452. 567. 
612, 660. 007. 
698. 709. 711. 
721. 

H-1094— 

B 64175* 

11-1 llfl— 

B3O0482, 486, 

11-nn- 

2B079. 317447. 
B 470884, 
547550. 609216. 
230, 246. 

319336, 500. 
610507, 511. 
512, 546, 

017399, 400, 
487, 470. 476. 
509. 510. 550. 
555. 503, 577, 
584. 585, 620. 
621. 641. 648, 
651-660. 

11 S3— 

90677 L 
it- 1159— 

600353. 

Il-l 184— 

B 17U03, 
ft 6070*70, fl«7. 
890. K99* 969* 
999. B 608205. 
501. 708 . 964. 
977. B 754651. 
723. 759. 761, 
811, 866, 092, 
971, 992. 

B 755090. 201. 
220, 220. 441, 
797, 800. 846. 
095. 

1172— 

613265. 

B.1186— 

*757116. 216. 221, 
1187— 

641861. 

11-1191— 

B 208113-115. 
121-125, 259468. 
1193— 

0Q97B7. 414851. 


L* a* 

1204— 

023018, 019. 
1221— 

052101* 

1227— 

514663. 

B-1240— 

B 732004. 816, 
038* 042. 846- 
852* 854-859. 
801-864, 912, 
924, 

B-1243— 

B 203000, OOl, 
B 025237. 304. 
303, S13, 099, 
724, 778, 
652732. 735-740, 
807. 870, 881- 
883, 905. 

1249— 

702212. 361. 
774354. 
B-1251— 

-535094. 007. 
H-1270— 

B 213222. 230. 
230* 

1281— 

666990. 

1286— 

070440, 441. 
B-12H9— 

B 7523^. 
1317— 

710573. 723134. 
234* 

1319— 

729044. 

11-1322— 

B 730570. 

PREVinUSI*Y 

MSTED 

MISSING 

—RECEIVED 

ll-I— 

B 515941-950. 

B-n— 

425381-390. 

R-53— 

690942, 944. 

948. 951* 
B-107— 

37 8880. 

1 

647234* 240. 
701251-254. 

250. 258-202. 
264. 265* 

119— 

607370* 

135 — 

617941. 949. 
954-956, 959. 
963-967, 970* 
972-975. 970. 
194— 

713764. 705, 
767-770. 

208— 

905220. 

257— 

193708. 789. 
271— 

121270. 

294— 

166940* 949. 
350— 

188145. 

B-446— 

B 473297-300* 
468— 

B 200282. 

*531— 

085573. 576. 

579, 586* m, 
500. 

564— 

27170-180. 


L* t/* 

584— 

140899* 537789. 
870. 921. 956. 
987, 988, 

538026, 522230. 
295. 

639— 

730700, 

li-641— 

686158* 

653— 

21071. 

327998. 

660— 

081476-480. 

676— 

344155. 

750— 

565827. 

B-815— 

300342. 

|i_874— 

334903. 006. 

g;;j4 

296530, 537-5:10, 
543. 548-551, 
563, 566. 570* 
574* 577, 

QJiT 

93729, 730* 
717816. 830* 
610902. 

I1-9M1— 

478908-915. 

B-1Q31— 

775765. 

il-lOSl— 

B 528807-810. 
11-1144— 

63010, 

H-n64— 

B 606651-660. 
C-1IH6--- 

357114-128. 

1225— 

652309. 

R-1300— 

B 370092. 007, 
098. 

1311 — 

724653. 


BEANK 


125— 

406307, 398. 
458— 

136650. 657. 

581— 

418947-950* 

EREVIOUSI.V 
LISTED VOID— 
NUT VOID 

^^141764* 765* 
B-1262— 

B 714303, 

PREVIOUSLY 

LISTED— 

VOID 


11- l — 

830634. 

B-9— 

145985. 

12 — 

797275. 285, 
B-ia— 

B 795031, 
B-38— 

686707. 735, 
761, 827, 86i* 
984, 104022, 
B-4S— 

141595, 533386. 
B-116— 

588042. 093832, 


L* If* 

b-IlO— (Cqnt.) 

637* 643. 
177— 

674262. 272. 
282, 280. 295. 
298. 308, 311* 
314, 329. 332* 
342. 344* 354, 
356. 365. 371* 
1R5— 

46786, 46813 
B-357— 

044300. 

390— 

739364, 839. 
411— 

739973* 

413— 

108181* 


568359. 

434— 

210942* 

463— 

092531, 582* 
584-587, 

479— 

6:t9819, 64(m8> 
707603, 680. 
594— 

336020. 

505— 

498076. 

531— 

425707. 

567— 

751103. 

58 4- - 

537819* 837* 
871* 904. 948* 
977* 538008. 
050* 090. 

522539 , 617. 
oau. 749* 

613— 

280454. 

B-76(1— 

, 717300 . 344. 

I 7 .91— 

I 003668 . 

I 812 — 

741021, 

824 — 

692626 . 

933— 

236760, 775. 
B-949— 

48154B. 

953^ 

92746, 93029. 
242, 543, 547. 
B-982— 

118051. 

995 

059981. 990* 
993* 660000* 
B-1002— 

, 044922, 939. 

948. 

B-1094— 


B 64072-075. 


081, 082. 


n-llG4— 

B 606993, 

B 171141. 
B-11S6— 

641409. 479, 
480* 


1219 — 

105407, 414. 

B-1245— 

652720. 

1240— 

301072. 

11-1285— 

B 114033, 035, 
036, 080. 091, 
092, 094. 096. 
151, 166. 


PRIVATE CAPITALISM 
j Continued froin page 484) 
it were* the eDtire war effort and sacri- 
fice would be meaDing^lcsR* 

"When they are freed from the neces- 
sities of war production and fighting' 
and have time to appraise the situation, 
the American people will utterly repudi- 
ate any attempt hy the government to 
take over and manage their enterpri*se*'- 
Over at the United States Department of 
Commerce sits frequently an advisory com- 


niittee to thu Secretary of Commerce. This 
committee has recently insUluted an enter- 
prise that bear.s upon the present quefition* 
The eommittee has undertaken to canvass 
nil husinessi large and small* in the country 
to see and antieipaie the amount of invest- 
ments that each business is likely to make at 
the close of the present war, When the grand 
total of propective investments i® summed 
up, it is believed that business men will then 
know how much money the United States 
will have to periodically expend to reach the 
goal of full employment* 

What is taking place then in the United 


States is j] re-arrangement of forces and 
assets. It is likely that the system of private 
capital will endure but in a curtailed fashion 
and as a partnership of government financing 
and spending. 

If* as Professor Slichter implies, private 
business lives up to its opportunity to dis- 
charge its social obligations to the under- 
lying papulation in the w-ay of full em- 
ployment* the system of private capitalism 
will be allowed to live* But it will live on the 
basis of orderly planning and orderly re- 
lationship with government, in a way such 
as we have never had in the past. 




BLOW YOUK BUCKS FOB BONDS 

Buy a boncf or be a bouriilert 
Sink a C in something soumier? 

Jabber-jack won’t gyp tht? «Iaps, 

'rukes chips and checks to chop those chaps! 

Dn rlouble deeds with your dineror 
Hang a Hun and help a herut 

Fork out fish to fiay the foe! 

Dig up dough! And dough! And dough! 

Freedom's flag we^rc fighting for! 

Want the Wops to win the war? 

Mahshali, Leavitt, 

L, U* No. B-12L 

* • * 

AnotArr ?tru" coirtHfiMior, « ^inc /orcmair; 
another ffUif who tan **go pfutem'* on t.hi« page 
if he icaats to^ 

‘TilE nLOUIFIED GRUNT” 

Come all ye "'grunts'* and gather ’round. 

Let's analyze this freak we've found. 

Wrinkle your brows, think, if you can, 

Is this thing beast, or is ti man? 

Would a beast offer himself for hire? 

Or a man parade in mule's attire? 

Doesn't this thing prove, beyond a doubt, 
That Darwin knew what ho wrote about ? 

Dr are we merely to infer 
Monkeys are queer people, as it were? 

He's an all-round tineman, you've heard him 
boas I, 

Why, he's strung wire from coast to coast. 
He*s strung 'om cold, and cut 'em hot. 

Cuts primaries, bare handed, like an not. 

He's worked from Frisco to Kalanvarou, 

He can tell the bosses a thing or two. 

When he travels, says he, “Doggone my hide, 
I never stoop to hitch u ride, 

I grab myself a streamlined train,” 

You know his kind, more guts than brain. 

He la the guy groundmen all talk abtiut'— 

A gloriflod “grunt,” with his brains knocked 
out. 

E. L. Hapden, 

L. II. No. B-7T, 

# ♦ ♦ 

BEST POSSIBLE USE 

One of the Brothers w'as out rounding up 
malerinl for the scrap mctnl drive. He knew 
that a neighbor had n quantity of old bolts, 
pipe, metal tubing and other odcla and ends 
collected in his basement* 

“How about getting your metal out on the 
street where we can pick it up?*’ he sug- 
gested. 

“Sure* but T w^ant to look it over. There’s 
some BlUl? f might have a lndter use for,” was 
the reply. 

The Brother assumed an expres.sion of dis- 
belief. “How can you possibly find any better 
use for it than throwing it at the Japs?” he 
asked. 


ITcfeomc to another asitf coaiHAu^or. 

OPERATOR’S LAMENT 

I wonder if you'd like to operate 
A street railway sub that in out of date, 

With old rotary converters and such the like, 
Old-fashioned contraptions like the high- 
wheeled bike. 

Well, that's what we do, eight hours a day, 
From June first to the thirty-first of May, 
The work isn't bad hut it sure isn't play, 

For when rush hours start we have to ”mnke 
hay.” 

These substations run to keep street cars 
going, 

And we keep them running, whether raining 
or snowing. 

The people must move back and forth o'er 
this town 

And that ammeter shows that more are mov- 
ing arounV 

The load in increasing, going up to the moon. 
Another converter is needed right soon; 

We see that all switches are as they should be 
And pull the buttons that start another 
rotary. 

The nmebiue sLarts with a grunt and sotiie 
sparks. 

We throw the right switches and draw a few 
arcs; 

^aan the thing is ready to put on the bus. 
Then a section -breaker opens, and do we ever 
cuss! 

Now we can sit down a moment and rest. 

For the work we just did. we deserve the best. 
So I sit in a chair, lean hack and sigh. 

Why do ! have such hard work, why, oh why ? 

“Get out of that chair, you're dreaming again. 
The noise and the 'work* is getting under 
your skin.” 

My conscience just said that to me, you know, 
So back to work my helper and 1 must go. 

Robert W. Djeteh, 

L. U. No. Hi4. 

* • « 

WEIA OME, BROTHERS! 

Gee! But it's swell to have Brothers drop in- 
come we haven't seen since 'way back when 
We worked together in the same line crew, 
Anti played and sang when the long days 
wore through. 

They come this way to say “Hello,'' 

And mighty welcome, wa want you to know. 
From Sitka, Dutch Harbor and the Great Salt 
Lake, 

And the Brothers who “boom” acroas the 
Stotes. 

An I Fishman's vision of heavenly things 
Ik tn be caressed by a fairy's wing; 

ThcKc Brothers who conic and tarry awhile 
Are like a benediction to our humble dump 
cile. 


It's nice to have Brothers who won't pass you 

by. 

YVe must be deserviiig, my family and 1! 
Just to be knowing we arc thought of by 
them 

Is indeed u reality— and no Irishman's dream! 

Smoeie Joe Meek, 

L. U. No. 4B3. 

« « • 

HVre glad to hear from this ncm tonirih- 
utar and hope he wilt come again. Hie good 
line of reasoning is powerful ammunition 
againei more ihait ‘‘the office clerks ** 

THE WHITE COLLAR WAIL 

The office derki, In days of yore. 

Sat on their chairs till their seats were sore, 
A day of hard work would put them in bed; 
They earned their salary by using their heaih 
They drew their rheckH, regard I of time. 

And for the labor man cared nary a dime. 
Meanwhile, the electrician was short iu pay. 
There wasn't much work so he laid off a day. 
But the office clerk on the payroll stayed. 
Whether he worked at his desk or drank 
lemonade. 

Time marches on in a hideous stride. 

And we find ounolves in a struggling tide. 
For war is a maelstrom that all of us dread. 
But we were sucked into it, 'way over our 
head. 

Construction men plunged into work without 
fear. 

And a year's work was done in half of a year. 
All tabor joined in and worked, days and 
night^^. 

To do the things to preserve our rights* 

The men who worked seven days a week 
Drew quite a payroll^ — AND DID THE 
OFFICE CLERKS SQUEAK! 

“ 'Twas robbery indeed to demand such a pay 
For weekday, Sunday and each holiday!” 

But the men on the jobs worked steadily on 
Till the project was finished and auuLher 
begun* 

Without their help the w*ar wmuld he won 
By the Axis forces and the “Writhing” Sun. 
But the A. F* of L. ia going strong. 

And with their help we’ll right the wrong. 

Let the office clerks gripe and writhe as well, 
We're doing a jpb and we’re working like hell, 
If the draft beard calls, we can fight like the 
rest, 

But until that time we will give our he-st. 

We prefer dull times, even if there's no dough 
To these plenteous days brought on by such 
woe. 

God grant that this struggle will soon be o'er 
And the office clerks be on top some more. 

Chables W. CaoasMAN, 

L. U. No* G0fi. 

V • * 

Niftg remark from the Golden Jubilee edi- 
tion of the M oforman^ Conductor and Motor 
Coach Operator: **Mule car typical of the ‘Gay 
Nineties.* The drimr worked IB hours a doth 
the mule about ,i, leaving comidcrahlc doubt 
as to udiich ufas really the Jackaee.” 


Uf-r^ 

JL HE exploitation of workers by owners, or 
by management control, is still very general in the 
sense that no significant change in the ratio between 
earned and unearned income has taken place. Both 
classes, however, have been forced to accept during 
the depression a total distribution 40 to 50 percent 
below normal. This has driven millions of workers 
out of the arena of private exploitation altogether 
and upon relief rolls. It has ruined thousands of 
small investors, and even seriously damaged many 
substantial capitalists.” 

— Stuart Chase, Goi;ernmenr in Business. 


